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PRICE LIST AND RADIO GUIDE 


TRICITY HOUSE LTD. 
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P.O. Box 1410 Christchurch. 
Phone 42-443 Christchurch. 





NEW ZEALAND’S LARGEST 
RADIO MAIL ORDER HOUSE 





NO MATTER wuereE YOU LIVE, USE TRICITY HOUSE MAIL ORDER 
DEPARTMENT. CUSTOMERS FROM TUATAPERE TO TONGA FIND 
THAT OUR BIG STOCKS OF RADIO COMPONENTS, OUR BIG VALUES 
AND OUR SAME-DAY MAIL ORDER SYSTEM MEANS SATISFACTION. 


It is a matter of pride with us that we carry New Zealand’s largest and most comprehensive 
stocks of radio components. Every week our stocks are replenished from the world’s leading 
manufacturers in England, The United States, West Germany, Holland, Japan, Denmark. We 
say, simply and without trimmings, that our stocks are absolutely modern and complete. 
Our Quality is your GUARANTEE OF COMPLETE AND LASTING SATISFACTION. 


HOW TO ORDER rapio AND TELEVISION COMPONENTS. 
When you write GIVE YOUR NAME AND ADDRESS CLEARLY. List your needs. You can 
send remittance as follows: 

1. Cash or postal notes. 3. Cheque. 

2. Money Order. 4. Money Order Telegram. 
If you send cash, please register your letter. If you send too much money, the change will be 
returned to you. 


CHEQU ES when in doubt of the actual amount, some of our customers send us blank 


signed and crossed cheques. If you think the amount will come to say, £2/15/- write across the 
top of the cheque “Not Over £3.” We will fill in the cheque for the correct amount. THIS IS A 
VERY POPULAR METHOD OF BUYING. 


REMEMBER no orDER TOO SMALL OR LARGE: ORDERS ARE SENT ON THE 


SAME DAY AS RECEIVED. If you wish your order to be sent Air Freight or Air Mail, let us 
know. Kindly allow for this in your remittance. 


GUARANTEE 


IF YOU ARE NOT SATISFIED WITH YOUR 
PURCHASE RETURN IT WITHIN 7 DAYS 
AND YOUR MONEY WILL BE RETURNED 
IN FULL. There is no question about our desire 
to have 100% satisfied customers. We'd rather 
return your money IN FULL than feel you 
weren’t satisfied. Since our Mail Order Depart- 
ment was established, more than 185,000 mail 
orders have been fulfilled. Our business depends 
on satisfied customers. 


AN EASY WAY TO BUY 


OPEN A CREDIT ACCOUNT! Many of our 
regular customers leave any sum up to £10 or so 
to their credit. When they order goods, the 
amount covering the order is deducted from the 
credit shown in our books. When the sum in hand 
is nearly exhausted, they send us a remittance to 
keep themselves in credit. For the regular mail 
order buyer this is a handy system, especially for 
those who live a long way from bank or post 
office. If you anticipate ordering regularly by 
mail, establish a credit now. 


ONE OF NEW ZEALAND’S VETERAN RADIO 
A MESSAGE FROM oe at peal 


_ I know of no hobby that gives so great reward for so little cost beyond one’s own effort and skill. Here 
is a challenge to explore the fascinating field of radio electronics where much has been discovered but more 


remains for you to find. 


Think, too, of the thrill of using a universal free telephone exchange to keep in touch with friends and 


make new ones. 


And, wherever you may go, your call sign, if you use it worthily, ensures you a warm welcome in a 


friendly world-wide fellowship of young folk like yourself. 


—from ZL3A1 MR J. E. STRACHAN, one of 
New Zealand’s Pioneer Radio Enthusiasts, now 
over 80 and still an active ham. 
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Have fun ... build your own radio | 
BOARDS 
AERIALS (auto): __ 
Cowl mounting, 6ft _...... 310 0 a ee 
Cowl mounting (retractable) 4 16 0O and all 
Gutter grip, for portable a RADIO NEEDS 
radios nas nn, 2 1 
Side mounting, 9ft __...... 3 7 6 
Side renee 12ft, heavy ANCHOR BOARDS: 
duty 2.0. 417 6 Bulgin C125, 2 rows of 10 
Lh 2 6 
AERIALS (household): Bulgin C120, 2 rows of 5 
20ft whip, chimney mount- lugs ce 1 6 
| res 6 6 QO Bulgin T98, 1 row of 10 
20ft whip, barge mounting 5 17 6 lugs 1 9 
“Captain” indoor aerial ‘a @ Other types arriving. 
Aerial wire, 7/01 # copper BATTERIES, stocks always fresh: 
SOft coil os... 4 6 EVEREADY BATTERIES 
Aerial wire 7/018 copper, — 
Retail 
1O00ft coil oo... 8 9 509. 6 volts L ri 
“A erialite” insulated, 100ft % voits Lantern .... __...... 8 
al. . .. 10 0 701, 3 volts Cycle... 2 7 
703, 4% volts Flat 0. _.. 2 9 
AERIALS (T.V.), Channel 3, ‘“Televista,” 915, 1% volt Penlight 10 
light and strong: 927, 1% volt Bijou .... —.... 7 | 
Single dipole —.._—S—si.... 1 14 6 935, 1% volt Baby ... 1014 | 
2-element.........._— iw... 216 6 1050, Leakproof ere ] 3 | 
3-element 2.000 0... 3 9 6 950, 114 volt Standard 1 O | 
7-element, for fringe areas 18 16 0 2169 volt Transistor 5 2 | 
(Any special aerial avail- 276P, 9 volt Transistor _. 10 6 | 
able on application). 412, 22% volt Miniature _. 4 4 | 
Rabbits’ ears 3.16 0 455, 45 volts Minimax 16 10 | 
Chimney brackets _.... 1 15 0 467, 67% volts Minimax ___ 18 6 
Masts, 7ft pipe... [4 6 482, 45 volts Minimax. 10 6 
sale se standoff, metal 1 9 490P, 90 volts Minimax... 1 4 3 
Insulators, standoff, wood i cn oe - : 
wo. [Ul | @ 744, 6 volt Transistor 10 4 | 
Cutter alia = =A 1 3. 745, IY volt A. 13 11 | 
Skirting board outlet plug ee ee 8 | 
and socket... 3. #7 161. 44 vot ~~ | 
»44%2 voltC |... 6 2 
ADAPTALITES (converts a 765, 9 volt A portable Il 4 
bottle to a table lamp) _..... 9 6 7T7OP, 45 volt 00 2 1 0 
793, 9 voltC 8 | 
a a — X250, 1% volts Heavy Duty 
- > piste A 119 6 
With _Varislope _ pre- 2504, 6 volt A Battery Tran- 
amplifier, 10 watts per sister 8 6 
channel ..,—=S—i.. 92 0 QO X71. 1Y Its 3 5 
Sound Sales, stereo, 10 C16. 9 ales A : aoe 10 6 
watts per channel ..... 70 O O N é oan gre a nt = 7 6 | 
Pioneer, stereo, 612 watts | om a 2YORs | 
per channel ....... 42 17 6 > 6 volt Fence & General | 
Dulcie, mono, 5 watts... 21 0 0O P a (Hotshot)... [15 6 | 
Dulcie, mono, 15 watts .... 40 6 6 Ul4, 1% volts wn 10 11 | 
Special amplifiers built to order. 
Watch for our advertisements in “Break In.” | 
We offer Specialised Serv; We advertise new goods and new arrivals | 
PeCIse® Service every month in New Zealand’s amateur 
— use our Mail Order Dept. radio magazine. 
Save this Price List for future reference 
i ee ee ti sti 
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BATTERY CHARGERS: 
Duplex 21% amp, 6 and 12 
WOES ums sins ere 
Duplex, 4 amp, 6 and 12 
VOUS en wees Seen 
G.E.C., 2% amp, 6 and 12 
WOME ic nse 
BEZELS: 
M.E.S. lampholder, red or 
PROGR en wee 
230v neon, panel mtg. _..... 
BOLTS, NUTS, WASHERS: 
Whitworth, cadium, round 
head ¥B x %4 or % 
per gross oa. 
¥g nuts, hexagon, per gross 
Yg brass washers, per gross 
Yg flat spring washers, per 
STOSS ee eee 





BELLS: 

Brown plastic, 3” gong ..... 

All metal, 3” gong _..... 
BUZZERS: 

Standard bakelite .... _..... 
BELL PUSHES: 

“Classic”, chrome, flush 


ji) re ae 
“Jewel’’. illuminated, heavy 
Chrome = cus we 
“Lightspot”, illuminated, 
Pakelite me ws 


“Velo”, flush bakelite __..... 
G.E.C., round bakelite _...... 





Use our Mail Order Deartment 


BRIMISTERS (prolongs the life of projec- 


tion lamps): 

CZ9, 100 watt 000... 

CZ11, 300 watt _..... _— 

CZ12, 500 watt 2.000 
BATTERY CARRIERS: 

To hold 4-915 cells __..... 


BLANKETS, electric: 


6 9 6 
8 6 6 
G& 5 0 
3] 3 
6. 2 
3 6 
3. 6 
3. 6 
1 O 
8 6 
16 6 
7 
7 O 
16 O 
6 3 
2 9 
z 9 
2 0 
3* 0 
4 os 
10 6 


All our blankets are fully guaranteed 
and approved by the N.Z. Standards In- 


stitute. 
SF1, single blanket, single 
heat 2 ne | $3 


3SA, single blanket, three 


heat eee eee 





BOOKS: 

We have a large and ever-changing 
stock of technical text books and periodi- 
cals. Here are a few of the most popular. 
(American publications not always avail- 
able). 


A.R.R.L. handbook, 1964 2 17 6 
R.S.G.B. handbook _...... 2 «£ © 
Raditron Designers Hand- 
book nn. 3 10 O 
RCA receiving tube manual 9 9 
RCA transmitting tube 
manual waa’, —S.. ll QO 
TV Servicing...) ua. 2 5 Q 
Mullard circuits for audio 
amplifiiers oo... ..... 12 6 
Questions and Answers 
(amateur radio) _..... 5 0 
Hints and Kinks (amateur 
radio) 000 eee 12 6 
A Course in Radio Funda- 
mentals ns. 12. +6 
How to become a radio 
amateur ns, — nn, 6. 3 
Single sideband .....___...... 1 O 6 
RCA transistor manual ..... IS 0 
Philips transistor, theory 
and application __..... 19 6 
Break-in Call Book __...... 5 0 
NZART log book —__...... 4 0 
Transistor radio circuits, 
fully illustrated ___..... s- 9 
BURGLAR ALARMS: 
“Bulldog”, buzzer sounds 
when light beam is 
broken © ou has 17 4 O 
CLIPS 
Metal alligator clips, standard 
+ | ee a 9d ea 
25 amp battery clips ... —..... 1/- ea 
Button clip to suit 467 battery 3d ea 
Grid clip (small) sn. ld ea 
Small alligator clips, insulated 
TID <= ccs expen, =v 1/— ea 
Large alligator clips, insulated 
3 4 | 1/6 ea 
Twin button clip with lead 
for 216 battery _—s....... 1/— ea 
Mueller alligator clips, insu- 
lated, high quality _.... 1/10 ea 
COUPLERS: 
Ya". to 4%” brass un oe 25% 
_ 3. 6 


14” to 14” flexible 





i TTC SS 


Customer Satisfaction Every Time 








Our Telehone No. 42-433, Christchurch 3 


CABINETS AND CHASSIS 
STEEL CABINETS: 


These cabinets have round or square 
corners as required, and a hinged, recessed 
door on top. Adequate ventilation is as- 
sured by louvres on the sides and a two- 
inch opening extending the entire width 
of the back. Stocked in Grey Hammerlux 
or can be finished in Black Wrinkle Enamel 
if required. Prices listed do not include 


chassis or panel. 
Panel Space 


Width Ht. for Chassis Price 

10 x 7 9x 7x2 £4 10 O 
13 x 8 2x 8x2% £5 O O 
16x 9 1S x 9x 3 £6 O O 
19 x 10 18 x 11 x 3 £6 15 O 
19 x 20 18 x 1l x 3 £15 10 O 
19 x 30 18 x 11 x 3 


CABINET PANELS: 

Panels are blank. Made of 18g. 
steel and finished in Grey Hammerlux or 
Black Wrinkle Enamel. 


10x 7 12/6 1I3x815/- 16x917/6 
19 x 10 20/- 
STEEL CHASSIS: 
Unpunched chassis. Made of 20g. 


steel and available in Grey Hammerlux. 
6x 4x2 10/6 7x 5x2 11/6 
8 x 6 x 2 12/6 9x 7x2 15/- 
12x 8x2% 17/6 15x 9x 3 20/- 
iw@xilx3 22/6 
METAL UTILITY CABINETS: 
These cabinets have two removable 


sides and are available in Grey Hammerlux. 
Depth Width Height Price 


3 4 5 12/6 
4 5 6 17/6 
5 6 9 25/- 
6 7 {2 37/6 
7 9 15 45/— 
MINIBOXES: 


Made of steel and finished in Grey 
Hammerlux. 


Depth Width Height Price 


2 3 4 10/- 
3 4 5 12/6 
4 5 6 17/6 
5 6 9 25/— 
6 7 12 37/6 
CHASSIS, Aluminium: 
‘2 oo ee 10 9 
(- &:. & ae 12 9 
10%x5x2 2... 13 9 
118 BB. bane un stew 19 9 
TaROKS ws oem) eee 1 6 9 
ic a a) ee 16 6 


CLOCKS, electric: 
Westclox, 230V wall clock 3 3 O 
Smiths “Playboy” Alarm 1 13 6 


CONNECTORS, microphone: 
PCIM, chassis mtg, screw 


| 3 O 
MCIF, cord mtg., to fit 

ng | 4 3 
Mike to phone plug adaptor 5 0 
12 way break off bakelite 

BOIS a es 5 0 


CRYSTAL SET 





MAKE IT YOURSELF — Complete Kit for 
Only 14/-. Headphones Extra From 19/6. 


CRYSTAL SETS: 
“Supreme”, with transistor 


amplifier 9, a 212 6 
Crystal detectors, diodes ...... 3 0 
COILS: 
Air wound, for transmitters, 18g T.C. 
wire. 
L200 7? Swe om 1 5 O 
L2002 4" x2” wo. 19 QO 
L2003 4” x 1%"... 19 O 
L2004 442” x 1%”... 19 O 
L2005 4° m2 seus 110 O 
L2006 6142” x27 1 4 0 


B & W COIL STOCK: 
3002 6/9; 3010, 3012, 9/6; 3015, 3016, 
10/5; 3019, 11/4. 
(See also Page 4) 
CONDENSERS, Fixed: 
Silver Mica, 1% to 10% 
tolerance. 4.7 pf to 


4700 ph ea. 1 O 
Disc Ceramic, 500 pf to .1 
mfd. 750 volt _..... 1 O 
150 pf to .01 mfd 3000 
i) 1 6 
Philips Polyester, 400 volt. 
1000 pfd to .1 mfd. ..... 1 0 
Loy 2f 33 35 3) -. 
Philips Pin-up (these are 
very stable). Sizes 
from 1 pfd to 10,000 
Pe 1 O 
Transistor Electrolytics, 12 
volt, 1 mfd to 100 mfd 1 9 


Quality costs no more. Buy from us 


4 Everything for the Radio Amateur 


CONDENSERS, Fixed (Contd.): _..... 


Electrolytics. 

§ mfd 450V tubular... 3 

16 mfd 450V tubular _..... 4 

22 mfd 450V tubular __...... 4 

100 mfd 200V. Can type 7 
7 
0 





40-40-20 mfd 350V. Can. 


type 
S0-50-100 





mfd 300V. 
Philips ns. 1 1 
200-100-50-25 mfd 300V. 
Philips |... .... 1 | 
500 mfd 12V tubular... z 
1000 mfd 12V SC... 3 
2500 mfd 64V.... i... 12 
VARIABLE 
CONDENSERS 


— all types for 
Receivers and 
Transmitters. 


CONDENSERS, Variable: 
1 gang 350 pfd Alps (crys- 


tal set type) 2... 6 
2 gang 430 pf Alps with 

trimmers _...._——=i.... 15 
3 gang 430 pf Alps with 

trimmers __......_..... 17 
2 gang Polar C1042. _...... 1 O 
3 gang Polar C1043. _..... 1 10 
Polar, C804, panel mount- 

ing midget: 

23, D0, 73, 100 pe, 


10/- ea; 150 pf, 15/-. 
Sato, midget single gang, 


NOOO 


ONW OO ON ON Oo 


m CO oS ON 


SOO PE «sme | oes 4 6 
CONDENSERS, Trimmer and Padder: 
30 pf Philips beehive _.... 1 7 
60 pf Philips beehive _.... 2 O 
45 pf Ceramic... ___...... 2 0 
70 pf Compression __...... 2 3 
20-220 pf Compression _..... 2 0 
100-600 pf Compression 
Padders ssn. 3 3 
100-750 pf Compression 
Pacers en! sein 3 6 
DIALS 
Eddystone type 598, 6” x 
Se | es 3: 2 @ 
Eddystone type 898, large 
Slide rule nn. 5 18 6 
T.M.S. round vernier, T501, 
| i 6 
T.M.S. round vernier, T502, 
| a 16 6 
“Q”, B/C, D/W or T/W, 
2 911 


Le Sa +. teed a. . Bone 














Escutcheon for ‘“Q” dial, 
bronze it... 
Planetary drives, ratio 5: 1 


DIAL CORD: 
Braided nylon, very strong, 
per yard nn, 


ELEMENTS: 
Iron and toaster, all types 
stocked _..... 
Jug, Eutron, fits any stan- 
dard jugs), 
Heater, rod type, 8” to 13” 


FERRITE: 
Rods, 87 
Strips, 67 x Wo, 
D14/8 pot core... __..... 
D18/120 0 nn. 
D25 siege © ‘get 
Toroids 


FORMER, coil: 
¥4,1,1%, 1%, 2, 3 inches 
diam., per inch _..... 
Slug tuned, poly formers 
Ditto, in small can]. 
In large can 


FILTERS, Line: 
2Y%2 amp... n.aas— Sn. 
5S amp (1200W) ..... —.... 





FUSE HOLDERS: 
Tubular metal, car type ...... 
Panel mounting .... _..... 


FUSES, Tubular: 
100 MA up to 25 amps, 
1%”... 


FUSE WIRE: 
Per card, 5, 10 & 15 amp 
4ib reels ... 


FLUX: 
Coraline, highly recom- 
mended, per tin _..... 


FRY PAN (electric), Zip __.... 


GUITAR PICKUPS: 
Teisco, magnetic, with tone 
and vol. controls _..... 


GRILL MATERIAL, Speaker: 
Expanded aluminium, gold, 

per sq. [asm ws 

Tygan, woven plastic, per 

SQ. Tho fs caus 


GROMMETS: 
Y% and % rubber __...... 


INSULATORS, aerial egg type 


Tricity House for Everthing in Radio 


12 19 





6/- to 8/- 


HOoanocS Nn © 


DnNOWN 


oN 


You can open a Credit Account with us 











TRONS, household: 
Jura, steam and dry, heat 


controlled ......_—>—i_...... 718 6 
Ultimate, steam and dry, 
heat controlled _...... 7 19 6 


Zip, steam and dry, heat 
(All spare parts in stcok) 


controlled oo... 718 6 
Hoover, steam and dry, 
heat controlled _..... 710 O 


IRONS, Soldering: 

Henley, high grade English 
irons that we have 
been selling for years. 
Spares always avail- 


able. 
Model 615, 15 watts, 36” 

pete Di ken ce 1 3 6 
Model 125, 25 watts, 4” 

pencil bit 2... 1 3 6 
Model 964, 65 watts, oval 

| 1 6 9 
Model 968, 65 watts, pencil 

bit —e. eeen | ee 1 8 6 
Scope, low voltage, 6 

second heating, com- 

plete with transformer 5 17 6 
Scope (less transformer) ...... 2 7 6 
Miniscope, 34) bit, less 

transformer... ___...... 210 O 

SPARES: 


Henley 625 bits 1/9, bit holders 5/-, 
elements 8/4. 

Henley 968 bits 2/-, bit holders 6/3, 
elements 9/-. 

Henley 964 oval bits 5/6, elements 9/-. 

Scope bits and carbons 1/3, centre 
rods 7/9, flex 9/6, handles 19/-, 
barrels 9/6, bakelite caps 3/3, 
beads 6d. 


INTERCOMMUNICATION: 
Master station with 6 sub- 
stations, completely 
transistorised, easily 
installed on. 29 10 ~O 
Master and one substation 12 12 0O 
National telephone hand 
sets, per pair lt... IZ 12 0 





JUGS, electric: 





Alcester, chrome ...... _..... 3 12 6 
Viking, chrome _...... _..... 4 4 0 
Supreme, chrome ..... __...... 4 4 0 
Ultimate, chrome, Triguard 6 19 6 
Ultimate, chrome, — stan- 
Co, 412 6 
Speedee, enamelled __...... 219 6 
Jug safety holders .... __..... 14 3 
Jug washers, rubber and 
9! ee 6 
2 9 
JACKS, Phone: 
Igranic, P72 open circuit, 
Insulated gs 9 
Igranic, P71 closed circuit, 
insulated ns. 0 
Igranic, P73 double circuit, 
insulated ns. 5 6 
Igranic, P74 change over, 
insulated __.... 6 3 
Midget phone jack and plug 3 6 
KIDDIGUARDS: 
Prevent children interfering 
with 3-pin power 
sockets ns 1 6 
KEYS, Morse: 
Supreme, P. and T. type, 
heavy duty brass ..... 119 6 
Supreme “Bug’’, semi-auto- 
matic, chrome ___....... 617 6 
Jap., light duty P. and T. 
THD ems 1 11 6 
Jap., beginner’s model _....... 10 O 
KETTLES, electric: 
Ultimate i i = 5 5 0 
Russell Hobbs, automatic 8 15 0O 
KLEENADISK: 
Record cleaning arm _..... 19 6 
LAMPHOLDERS: 
Torch bulb, clip on type 1 O 
Batten type 2.00. 1 6 


ZIP ELECTRIC 
HAIR DRYER 


Every woman needs one. 
The very latest. 


£12/19/6 
Complete. 





If it’s new we’re bound to have it 


6 More than 25 years in Radio Business 











LAMPS—Household: 


General Service Lamps: 

15 watt, B.C BS. SB. 
S.E.S (28M. M), Pygmy 
Pilot Clear... -—_...... 

lISw 25w 40w & 60w B.C. 
or ES. Pearl: x. 

7ow B.C, or ES: -Peart....... 

100w B.C. or E.S. Pearl 
15O0w B.C. or E.S. Pearl 

ZOOw B.C. or E.S. Pearl 

200w GES Pearl or clear 

300w B.C. or E.S. Pearl 
Or clear 9 vese  isews 
300w GES Clear ..... _..... 


Silverlight Coiled Coil Inside White: 


40w & 60w 230/240V 
BA. or BS. <<. « 

100w 230/240V_ B.C. or 
E.S. 


nN 


SAWNN 


3 
4 
7 


-) 


oN \O © © W W OO 


9 
6 


?. sr 
200w 230/240V_ B.C. or 
oe 
Coloured—Inside and Outside Sprayed and 
Enamelled: 
ISw 230/240V B.C. ES. 
s.B.C or S.E:S. 


(28M.M) Pygmy Pilot 
25w 230/240V_ B.C. or 
E.S. Coloured 
40 & 60w 230/240V B. ct 
or E.S. Coloured _..... 
100w 230/240V_ B.C. or 
E.S. Coloured —___....... 


2 
3 
3 
A 


5 
0 
3 
0 


Colours: Red, Green, Yellow, Orange, 


Flame, Blue, White. 


Rough Service—Reinforced Construction: 


40w and 60w 110 & 230/ 
240V B.C. or E.S. _...... 
100w 110 and 230/240V 
B.C. or BuS. oe cx 
150w 110 and 230/240V 
B.C. or B.S. on. 


KEEP A SPARE SET OF LAMPS 
IN THE HOME. 





Infra Red Lamps: 
I50w 240V B.C. or ES. 
Mirror Back Reflector 19 4 
250w 110 and 240 B.C. or 
E.S. Mirror Back Re- 
Hector; = Bas” wan 1 3 O 


INFRA RED 
LAMPS 
for Home, 
Farm and 


Trade Use. 
Get one. 





Prices: 





MAZDA—Fluorescent Lamps: 


Switch Instant 
Start Start 


15 watt 1” or 1%” x 

18” MED Bi-Pin 

Universal _—sd”...... 11/— 
20 watt 1” or 1%” x 

2ft MED Bi-Pin 12/— 12/6 
30 watt 1” or 1%” x 

3ft MED Bi-Pin 13/- 13/6 
40 watt 142” x 2ft MED 


11/- 


Bi-Pin 13/— 13/6 
40 watt 1%” x 4ft MED 

Bi-Pin 2. 13/6 14/- 
80 watt 142” x 5ft MED 

Bi-Pin ..... —_...... 17/-— 17/6 
80 watt 14%” x Sft 

Bayonet Cap _.... 18/— 18/6 

LAMPS, garage, hand inspec- 

ee res IS 6 


LOUD HAILER: 
Tannoy, for outdoor sports 
meetings, etc, fully 
transistorised i... 32 10 O 


METERS, panel mounting, type MR2P, 


134” sq., clear plastic face: 
50 micro amps _..... _..... =. 6 
100 micro amps ..... __..... 2° 2 
SOO micro amps ..... _..... 1 11 
1 M.A. up to 300 M.A... 1 9 
“S” meters and V.U. 
TCECTS ees stem 1 9 


Type MR3P, 3” sq. clear plastic face: 
SOQ micro amps... ___..... 
100 micro amps. ..... __..... 
200 micro amps... ___..... 
SOO micro amps ..... __..... 
1 M.A. up to 1 amp __...... 
0-300V and “S” meters .... 


CoCo AAC A acac 


NNN WwW Bs 
NWKBN OO W 








If it’s not listed just write 











Home Builders! Use our Mail Order Service 7 
TRICITY HOUSE—Organised for Service 
Here is a view of part of our Christchurch premises — the favourite shopping 
centre for those who appreciate Quality and Value in Radios, Television, Radio 
Equipment, Electronic Goods and Radio Components. We're always glad to 
see you at Tricity House! 
MICROPHONES, crystal: MICROPHONES, Dynamic, all high im- 
LMI, small lapel type, 100- pedance: 
SOOO c/s cud «maces 1 1 6 DM10 ith desk stand d 
CM100, 80-8000 c/s... 117 6 ee 
M135. tiltine head switch, 60-12kc _..... 5 7 6 
| ese dil 3 4 0 DMSO, with swivel head 
M104, popular, semi-direc- Gesk stangd 25: 0 his 5 17 6 
tional esa 37 6 DM192, small hand type 
X3, pencil type, switch, can with switch (separate 


circuit), 50-10 kc, ideal 
for tape recorders and 
mobile transmitters ..... 412 6 


be stand mounted or 
suspended around the 


MOCK knee 4 7 6 
X29, semi-directional, with DM7, large type with swivel 
desk stand and switch 4 18 0 desk stand, high qual- 
M18, non-directional, very ity a a 9 9 0 
attractive 9 312 6 DM13, slim, dull chrome, 
M64H, high grade carbon, swivel head ~ with 
with press switch _..... 3 4 6 switch, directional, 
1110/V Geloso with vol- very popular with or- 
ume control, very neat 4 4 O chestras nas nn. § 4 0 














All types of Testing Equipment 





8 Big stocks of Transistor Radios 


PHONE JACKS: 
Igranic P71 open circuit 3/9, P72 
closed circuit 4/-. 
Igranic P73 double circuit 5/6, P74 
change over 6/3. 
Stereo phone plug and jack 9/-. 
PHONE PLUGS: 
Round grip 3/3, square grip 3/9. 
Shielded type 4/9, right angle type 
6/9. 


(SA.1403) 






(S4.1393) 





PLUGS OF ALL KINDS. 


PLUGS: 
Banana, red or black, 8d, sockets 8d. 
Belling Lee, coaxial 1/9, sockets 1/9. 
Cinch 2 pin min. polarised plug 9d, 
socket 9d. 


PLUGS—JONES: 

Chassis mounting plugs: 

2 pin 2/6, 4 pin 3/4, 6 pin 4/3, 
8 pin 4/10. 

Chassis mounting sockets: 

2pin 2/6, 4 pin 3/8, 6 pin 4/6, 
8 pin 5/8. 

Cord mounting plugs: 

2pin 5/7, 4 pin 6/3, 6 pin 7/2, 
8 pin 8/2. 

Cord mounting sockets: 

2 pin 5/8, 4 pin 6/8, 6 pin 7/7, 


8 pin 8/10. 
4 pin moulded min. speaker plug and 
socket 2/5. 
PICK-UP CARTRIDGES: 
Garrard GC2 crystal _..... 112 6 


ACOS HGP73 crystal stereo 2 8 O 
BSR TC8M high fidelity 28/-, TC8H 
high output 28/-. 


BSR TC8S Stereo... 2 8 0 
Ronette BF stereo only _..... z 13 
Ronette 105 and 106, stereo 

and FS ksse ee 213 0 


Ronette TX88 50/6, PX 50/6, OV or P 
35/6 


Stereodyne, magnetic stereo 
with diamond stylus _..... 910 0O 


PHILIPS 
TWIN 
TURBO 
HEATERS 


£12/19/6. 





Have fun . 


. . build your own radio 












a ae ae 


PICK-UP HEADS—Philips 
AG3016, LP and 78, Sap- 
phire styli (supersedes 

AG3010, 3012, 3013) 1 19 6 
AG3016D, sapphire 78, 


diamond LP _  (super- 

sedes AG3025) _ __...... 4 8 0 
AG3304, sapphire 78, dia- 

mond L.P. stereos ...... 4 8 0O 
AG3063, stereo, sapphire 

SEVIS: ane sseem 119 6 


AG3310, stereo, 5 contact 
sapphire 78, diamond 


LP/stereo (csuper- 
sedes AG3302, 3305, 
oe)! 2:38 Q 
PERCOLATORS: 
Westinghouse Coffee Maker 9 9 Q 
Russell Hobbs automatic 7 5 O 
POTENTIOMETERS: 
Wire wound 10 ohm to 25k 6 9 


Carbon Ik to 10 meg 4/6, with 
switch 6/6, ganged 10/-, ganged 
with switch 12/6. 

These prices will serve as a guide, 
we carry all leading makes and an in- 
creasing number of types too numerous to 
list here. Write for your requirements. 


RADIOS—Auto: 
Autocrat TRM1, all tran- 
sistor, manual turned, 
dual voltage, dual 
polarity 1... 26 18 O 
Autocrat TRP2, as above 
but with push buttons 37 15 0 
Custom fittings for most modern cars 
(TRM1 £33/10/-, TRP2 
£42/10/-). 
RADIOS—Household: 
Complete range of Philips, AWA and 
Autocrat radios and radiograms. 
Eddystone communication receivers as 
import licences permit. 


STEREOPHONIC RADIOGRAM 


CHASSIS: Save up to 50% 
For building-in or modernising your old 


radiogram: 
7 valve broadcast _....... 29 10 O 
9 valve broadcast _—w..... 35 10 0 
13 valve all wave __..... 44 10 O 


Complete with dial surround and 
knobs. Speakers extra. 
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RECORDERS—Tape: 


Robuk, 2 track, 3 speed 79 10 0 
Telefunken and Tandberg when avail- 
able. 


RELAYS: 
Kaco, min. on. 1 4 O 
Magnetic Devices, 6.6k, 
ideal for VOX __—_..... 3 6 O 
RECTIFIERS: 
Bridge 1 amp 8/-, 24% amp 12/6, 
S amp 24/-. 


125V, 830MA, H/W 7/6; 250V 85MA, 
H/W 14/6; 250V, 150 MA, F/W 
18/-. 

SOOV P.I.V. silicon diodes 9/-. 


RESISTORS: 


Carbon 2 watt 4d, 1 watt 8d. 
Cracked carbon, high stability, 1% 
watt 7d. 


Wire wound adjustable “Hero” 
5 watt 2/6, 10 watt 3/6, 20 watt 
6/6. 
IRC ceramic cased wire wound fixed, 
5 watt 2/6, 10 watt 3/9. 
IRC 20 watt adjustable 7/6. 
Auto Dropping, 1.4 ohm, 12 
to 6 volts gn. 9 0 


ROLA SPEAKERS 
MEAN PURITY OF 
TONE AND RELIABILITY 


Price 


18 11 
18 11 
12 11 


ty 


a 


a 


z 
4 
7 
9 
l 
7 
4 
6 
i 
3 
7 
0) 
6 
8 
i 
2 
Z 
] 
1 
6 
() 
0) 


SPEAKERS: 


PIONEER PAX 20-A 
8”, 16 ohm, with crystal tweeter. 
PAX 20-G sd... 12 17 6 


8”, 16 ohm, with horn type tweeter, 
40-20,000 cps. 


PHILTONE, Philips extension 


speaker in bakelite cabinet 
with volume control _...... 4 9 0 
All types of Philips speakers are avail- 


able. 
GOODMANS: 
8” Axiette, 40-15,000, 6 
watts 0. nn. 8 3 6 
8” Axiom (twin cone), 40- 
18,000 2... 9 5 O 
8” Triaxiette (triple cone), 
40-20,000 _..... _——i... 13 10 O 
10” Axiom 40-15,000, 10 
watts a. 919 3 
10” Twin Axiom, 40- 
18,000, 10 watts _..... 11 11 O 
10” Triaxiom, 40-20,000, 
10 watts nn. 16 O O 
12” Axiom 201, 30-16,000, 
IS watts on. 18 10 O 


15” Audiom 81, 25 watts 34 17 6 

(A particularly rugged, heavy duty 
speaker, recommended for guitar ampli- 
fiers). 


A complete repair service is available 
for Goodman speakers. 


These and other speakers are stocked 
subject to avaliability of import licences. 





Be Modern—Install Single Side Band 
and get results. 


S.S.B. EQUIPMENT: 
Type 9A exciter units, with 


P.S.N. and valves _..... IS 7 6 
9Mc crystals sn. 3 0 0 
B & W phase shift networks 3 6 O 
SSAF transformers _...... 16 9 





Use our Mail Order Deartment 








10 Write Us. Box 1410, Christchurch 


SOCKETS, valve: 
4, 5, 6 pin, octal, B7G, 


BOA, each. 1 0O 
B7G or B9YA with skirt and 
shield aa ens. 2 6 
B7G or B9A ceramic with 
skirt and shield _..... 3.3 
SOCKETS: 
Crystal, 2 pin, 4%” or %4” 1 6 
SUPPRESSORS: 


Auto, plug or distributor ... 2 O 


SWITCHES 


Every possible 
type of switch 
in stock — 


Write now for 
your Requirements. 





List No. $.369 


SWITCHES, toggle: 
SPST 2/9, SPDT. 3/9, DPST 5/-, 
DPDT 5/6, DPDT centre off 8/6. 


SWITCHES, Knife: 
SPDT 1/9, DPDT 3/9. 


DPDT lever or key _.... 4 6 
Low tension N.P. tumbled 
switch  ......... 2 0 


Table lamp push type, all 
types, push on, push 
off; push on, release 
off; push off, release on 2 O 


SWITCHES, wave change: 
Small Japanese type, fol- 
lowing types stocked, 
| i ee 4 9 
1 bank, 1 pole, 12 position 
(1-1-12), also 1-2-6, 
1-2-2, 1-3-4, 1-4-3, 
1-6-2:. | 7 , 
Wafer type, all stocked, in — 
he 1 to 3 bank, from ..... cet 6 
Any type made to order. When or- 
dering please state number of banks, num- 
ber of poles, and number of positions per 
bank. 


STYLI, gramophone, all types stocked: 


Sapphire — a, =... 5/6 to 8/9 

Diamond _......___...... 30/- to 48/9 
STROBOSCOPES, for records, 

33-45-78 ae. 1 6 


SOLDER: Ersin 5 core, per lb 15 0 
Smaller quantity in handy 
dispenser... 


POST YOUR ORDER 
RIGHT AWAY 


—— Our Telehone No 









SHAVERS, electric: 
Philips, twin head, carton 


i) 8 17 6 
Philips, twin head, with 
| a 917 6 
Philips, battery operated 
“Sportsman” i=... 917 6 
Philips twin head “Ambas- 
sador= a ee 12 12 O 
Remington Roll-a-matic 12 12 O 
Sunbeam es Iz 19° 
Figaro, with hair cutting 
attachment... _—~—_—.... 0 
All spares available for electric 
shavers and same day service. 
SHAVER adaptors for use in 
your car, 6 or 12 volt _..... 5 i9 6 


TEST EQUIPMENT: 
Multimeters, high quality Japanese 
models. 
TK20A for the young enthusiast, mea- 
sures volts, 0-15, 150, 1000, AC or 
DC. Ohms, and 0-150ma DC. 59/6. 
Sanwa, Model P3 (4000 O.P.V.), 0-10, 
50 250, 1000 volts, AC or DC, Q- 
25 ma, 10 ma, 250 ma DC, Ohms 
0-10 k and 0-1 meg. Ranges selected 
by pin-jacks. £5/7/6. 
Sanwa K20 (4000 O.P.V.), AC and 
DC volts, 0-5/, 50, 250, 500, 1000. 
D.C. current, 0-.25ma, 2.5, 25, 250 ma. 
Ohms R x 1, R x 10, R x 100, 10 meg. 
Also measures capacity and induct- 
ance. Ranges Switch selected. £7/7/6. 
Casie Model H40 (2000 O.P.V.), AC 
and DC volts, 0-5, 25, 100, 500, 100V, 
DC Current 0-500 microamp, Ohms R x 
1, 10, 100, 1000, Max 1 meg. Ranges 
Switch selected. £7/5/-. 
V.T.V.M.’s, R.C.A. WV-77EK (kit 
set), £19/15/-. 
Volts up to 1000, AC or DC. 
Ohms up to 1000 meg. 
Heathkit V.T.V.M. Model V7A/U, 
£17/5/-. 
R.F. Probes for same, 309 c £1/9/6. 
E.H.T. Probe, for T.V., £4/0/9. 


OSCILLOSCOPES (see Heathkit List). 
. 42-433, Christchurch 

















SIGNAL GENERATORS: 
Leader Model LSG-11. 
120 kc to 360 megacycles, in 6 bands. 
400 cycle and 1000 cycle audio modu- 
lation. Xtal socket provided for 
checking unknown crystals or for xta! 
marker.: £17/17/6. 
TAPES, Recording: 
Zona §E.M.. MSS. R.C.A. 
3” Stand. 8/9 9/-— 8/6 
a” LP. 10/3. 11/6 13/6 
3” D.P. 20/6 
5” Stand. 22/— 28/6 29/6 
5” L.P. 34/-— 34/6 34/6 
5” D.P. 51/9 60/- 
7” Stand. 37/— 46/— 47/6 35/- 
7” LLP. 56/— 60/— 67/6 
7 DP. 77/6 
Tape availability dependent on shipping. 
Empty spools, 3” 4/3, 5” 7/3, 7” 8/9 
KLENZATAPE—A handy kit, facilitates 
quick, easy and efficient, cleaning of 
record and erase heads. Removes 
one of the main causes of distortion 


and faulty recording. 1 1 6 
TORCHES—Complete with batteries: 
Eveready “Magnet Lite” ..... 11 6 
Eveready chrome, prefocus 14 7 
Ray-O-Vac, 2 cell chrome 14 6 
Ray-O-Vac, 3 cell chrome iS 6 
Ray-O-Vac, 3 cell chrome, 
large head... i... 1 2 6 
Ray-O-Vac, 5 cell chrome, 
large head... _—.... 1 7 6 
G.E.C. cycle front lamps ? 6 
Solid rubber, complete 17 6 
a 
VIBROTOOL 
KIT 
£8/17/6. 





TOOLS: 
Chassis punches, ¥% 19/6, %4 and % 
20/-, 1% 23/6. 
“Bib” wire strippers, very popular, 


Screwdrivers, 4” x 4%” 3/3, 6? x 4%” 
3/6. 

Screwdrivers, small Philips, 6/3. 

Screwdrivers, handy pocket kit, 11/-. 


PLIERS (Ahrems, high quality): 


Needle nose, 612” insulated 14 9 
Diagonal side cutters, insu- 

lated, 5427 0 na. j4 1} 
Flat nose, insulated, 6” ..... 13 QO 











Everything for the Radio Amateur 





All types of Testing Equipment 


ULTRA Violet Health Lamps: 


Philips “Ultra-Phil” unit 
complete as, mm 
Spare lamps (3 pin B.C.) 
Philips “Infra-Phil” unit 
complete (infra-red) 
Spare lamps (3 pin B.C.) 


VIBRATORS: 


Plessey 4 pin, 6 or 12 volt 
Kaco, 4 pin, 6 or 12 volt 


ULTRA VIOLET 
HEALTH LAMPS 
BRING SUNSHINE 
TO THE HOME 


Have that Sun Tan 
all the year round. 


8 17 
3 14 


5 if 
2 10 


1 8 
1 10 


1] 


Oak, 4 pin, 6 or 12 volt, 32/-; 6 pin, 


6 or 12 volt, 40/-. 


KECEIVING 
VALVES: 
A.W.V., R.C.A. and 
Telefunken 

Type Price 
O74/A 14. 9 
OZA4G ..... 12 6 
1A3 __....... 16 3 
1ASGT 1 1 0O 
1A7GT i... 1 1 9 
1B3GT -_ 16 3 
1B5/.25S | 2 fF 
1Cc4. 14 6 
ICSGT st... 1 8 10 
1C6 uk... 14 6 
IC7G wn. 1 3 O 
1D4 2... 14. & 
1D7G ...... 1 3 O 
1D8GT = 11 9 
1F4 18 (1 
1F6__..... 1 7 6 
1F7G _..... 7 17 1 
1G3GJ/1B3GT 14 11 
1H4GT i... 18 0O 
1HSGT _...... 1 6 O 
1H6G .... ..... 9 0 
1K5G ... 9 9 
1K6G .... _..... 9 9 
IK7G ...__... 9 9 
1L4/DF92 Is © 
1L6 wn. 1 O 7 
ILA4 ... 1 6 O 
1LA6 .... ..... 119 8 
ILDS ... 116 6 
1LH4..... _..... 2 2» 4 
ILNS 2000. 2.5 A 
IMSG ...... 9 9 


12 


RECEIVING VALVES: 


INSGT _...... 
LPSGT ees 
IR5/DK91__..... 
1S2/DY86 _..... 
4 2. 
1S5/DAF9L ...... 
1T4/DF91 _..... 
1U4/DF9064 ..... 
| | 
i) ee 


1X2B/DY 80 


3Q4/DL9S _..... 
3Q5/GT _...... 
384/DL92 _..... 
3V4/DL94 _..... 
SAS4/A ___...... 


SY3GT _...... 
i 


.6AB4/EC92 
6AB5/6N5 


6AB7 
6AC5GT _..... 


SAE8/X79 _..... 
6AD6G __....... 
6AD7G __..... 
6AE8/X79 __..... 
6AF3 lt... 


6AL3/EY88 
6AL5/EAAQ91 


6AL7GT _..... 


— 
WSUNANDKNOANNAK KF NNNMN LOK OW CO 


at 


—— ee 
NWOOO 
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6ARS .... 


GASB wos cee 


6AT6/EBC90 


6AT8A ___..... 


6AU4GT/6TA 


6AUSGT ....... 


6AU6A/EF94 


6AU8 ..... —.... 


6AW8A ___........ 
6AX3 oe 


6AXSGT ...... 


GBS ens asia 
6B8G/GT __....... 
6BA3 ..... —.... 


6BA6/EF93 ..... 
6BA7 


6BFS5 ... ..... 


6BK7B __....... 
6BL7GTA _...... 


6BL8/ECF80 
6BM8/ECL82 


6BN4A ___....... 


6BQS5/EL84 ..... 


6BQ6GTA/B 


6BQ7A ___...... 


] 
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6C8G 


6CAS 
6CBSA 


All the latest Television and Radio Sets 


6AN8A _...... 
6AQ5/EL90 ...... 
6AQ6 2. we 
6AQ7GT __........ 


6CD6GA 


6CR6 
6CS7 


You can open a Credit Account with us 
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6DS4 Nuvistor 


GEHS an 


shee 


6EH7/EF1 83 


6EH8 .... 
6EJ7/EF184 
6EMS ....... 


6ESS _..... 
6EU7 ..... 


6FG7_..... 


Shop by mail. It’s easy 


2 7 6GH8 ..... __..... 1 0 3 6M5S a 
16 3 2 1s 1.3 2 ONT see 
2 J 6GKS ....0 I5 4 6N7GT _...... 
13. O 6GK6 ..... __..... 17 11 6N8/EBF80 
0 3 6GL7 1 3 6 <a 
* 3 6GM6.... __..... 14 6 6Q7GT _...... 
ly ¥ 6GN8 ow... 1 5 2 i 
2 0 | i lL 5 2 ORE ws 
2 O 6GU7 17 11 6S4A 2. 
10 9 6GV5 on. 110 9 OST eee 
19 6 6GV8 It 2? 6S8GT __..... 
17 11 6GW6/6DQ6B 1 1 Ii O6SAT wa 
2 O 6GX6 .... 14 6 6SA7GT  _...... 
Y 2 6GY6 ... 14 6 6SB7Y ___...... 
3 5 6GY8 ow. i a 32 ch Ot 
14 4 6H6 19 8 OSFS ow 
18 9 6HB6 ..... __..... 1 1 2 2) at 
1 11 6HES 1 4 3 OSG] ace came 
19 6 GES sec wee 211 5 OSHT cc seen 
17 1 6HF8 2.0... 1 3 6 OSIT nce asses 
1 3 6HG8 ..... —.... 2 0 O 6SJ7GT _..... 
IS 4 6HJ8 2... 1 J 11 GSRF nnn ee 
3 6 6HL8 .... Lie F 6SK7GT ___...... 
19 6 6HR6 .... 13 10 6SL7GT ..... 
+ 2 6HS6 ..... —..... IS 4 6SN7GTA/B 
IS 4 6HS8 ... __..... {fai 6SO7 ws 
1 3 GHZG oss sasan 16 3 6SQ7GT  ...... 
0 8 i 1 1 2 GSR cen wreem 
15 4 6JSGT ...... 1 1 2 OSST ae 
16 3 6J6 a. 1 O 3 O6SZ7 aes 
0 3 Ot ee 110 9 ) . 
16 O 6J7GT 110 9 6T8/EABC80 
Ll 2 6J8G un. 17 11 6U5S we 
1 1] 6JB6 2... 1 6 | 6U7G 20 
6 0 6JC6 16 3 6U8/ECF82 
9 3 | >: 1 1 2 et. 
I5 8 6JD6 20. 17 1 6V6O 
I 11 GEG oc mem 213 5 6V6GT/A _..... 
0 O 6JE8 2. 1 8 4 6W4GT _t.... 
11 7 6JH6 16 3 6W6GT ___...... 
14 6 6JH8 2... 110 O 6X4 
2 7 1). ft 2 3 6X5GT _..... 
1 11 1 hen 2 0 O 6X8 ... 
19 6 6JU8 14 11 6Y6G/A __...... 
1 11 6JV8 ow. 1 Zi TA4 
IS 4 6K6GT ____....... 17 1 (;;> rT ee 
0 8 6K7 111 7 TAG ee es 
6 0 6K7G ... 10. 5 TAT ees 
+ 6 6K7GT __..... 1 111 TAB epee snes 
Q 3 6K8 2... 1 6 1 (fi); ee 
15 4 6K8GT _..... 1 QO 3 TAFT o.oo. 
14 6 6KA8 ... 1 2 7 TAGE ce ee 
1 2 6KD8 .... __..... 17 11 TAHT 00 o.. 
16 3 4.) 1 2 7 TAUT we 
1 3 6KL8 20. IS 4 TB4 
2 4 6KM8 .... lL it 2 TES sun es 
3 6 GEES asx ch 1 111 TBO a 
18 7 6KV8 1 9 3 ae 
13 10 OLIG wow esnie 16 3 [j: | 
9 3 0 2 8 7 ( &: 
9 > 6L6GC __...... 1 6 0 \, +: 
0 3 | Fy 111 7 Cj re 


More than 25 years in Radio Business 
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IZA wen 3 com 
12ZA8GT _...... 
1I2ZAQS_ _..... 
I2ZAT6 __...... 
L2AT7/ECC81 
12AU6/HF94 

12AU7/ECC82 
L2ZAVSGA __..... 
12AV6/HBC91 
1I2ZAV7 tt... 
12AW6 __..... 
12AX3 =... 
I2ZAX4GTA ..... 
12AX7/ECC83 
I2ZAY3 __...... 
L2ZAY7 ____..... 
L2ZAZT7/A _...... 
12B4A ___t.... 
12BA6/HF93 

12BA7 __..... 
12BD6___t.... 
12BE6/HK90 

I2ZH6 2 us 
Pd by, ¢ d 
elec) ae 


12SQ7 __...... 


pod 
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SOW ssc cesom 8 
. =) (a 1 8 
cb 1 8 
35Z4GT dt... 14 
SSZIGT eve 10 
a 13 
| b £ 
oe 8 
Jia ae 15 
) es 13 
i 1 10 
FO , kk Ce 1 10 
800 8 
ee 18 
84-624... 1 1] 
PHILIPS VALVES: 
ve 18 
AZ31 uu we 15 
AZ41o 13 
DASO nse six 1 O 
DAF40___..... I .2 
DAF41____...... 1 6 
DAF70—__t.... a 6 
DAF91 (1S5) 11 
DAF92 (1U5) 12 
DAF96 (1AHS5) 11 
DF91 (1T4) 12 
DF92 (1L43) 13 
DF96 (1AJ4) 11 
DF97 (1ANS) 12 
DK32 (1A7GT) 1 2 
DK40 00... 1 7 
DK91 (1R5) 14 
DK92 (1AC6) 16 
DK96 (1AB6) 12 
|) Ee re 1 1 
DL41 1 3 
DL64 .... __..... [ 2 
DL66 ...... _..... 1 1 
DL67 (6007) 1 1 
th, 1 3 
i, iy 5 ee 4 4 
DL92 (3S4) 12 
DL93 (3A4) 16 
DL94 (3V4) 12 
DL95 (3Q4) 16 
DL96 (3C4) 13 
DM70 (1M3) 10 
DM71 (1N3) 10 
DM160 (6977) 1 1 
DW3 (1561) 1 1 
DY86 (182) 11 
DY87 (1S2A) 11 
EASO (2B35) 16 
EAA91 (6AL5) 7 
EABC80 (6AK8)_ 16 
EAC91 (M8097) 1 5 
EAF42 (6CT7) 11 
il Se 13 
EB41 2g, on. 14 





EBC33 (6Q7GT) 1 6 


mail order buying 


a 
CODON BRKEWDADONNNND 


bed 


pooch, 


— 
OCOOWONONONOCOWMANOANOWO WAND NMANAIOGDAIODNMNOWNAMN- 


push 


ph mk. 


a" 


10 


—_ pam — ee 
CORLONOWOOrRN COC 





EBC41 (6CV7) 11 
EBC81 (6BD7A) 10 
EBC90 (6AT6) 8 
EBC91 (6AV6) 8 
EBF32 (6B8G) 1 11 


EBF35 

(6AR7GT) 1 1 1 
EBF80 (6N8) 11 1 
EBF83 (6DR8) 14 
EBF89 (6DC8) LS 
EBL21 _ltl....... 1 61 
|! ie | 3 10 
| i i ee 18 
2 ae 19 6 
EC71 (5718) 1 7 
EC80 (604) z Ly 
EC81 (6R4) 1 13 
EC86 (6CM4) ie) 
EC88 (6DL4) 16 
EC90 (6C4) 1 2 
EC91 (6AQ4) 1 2 
EC92 (6AB4) 12 
FES ce come LF 
EC95 (6ERS) 13 
EC1000_—__—st..... 3 OT 
ECCSZ axes 1 5 
ECC33—... 1 10 
ECC34 1 5 
ECC35 


(6SL7GT) 1 8 
ECC40 1 5 
ECC81 (12AT7) 14 
ECC82 (12AU7) 12 
ECC83 (12AX7) = 13 
ECC84 (6CW7) 16 
ECC85 (6AQ8) 17 


ECC86 (6GM8) 1 0 
ECC88 (6DJ8) 1 3 
ECC89 (6FC7) 1 8 
ECC91 (6J6) 1 6 
ECC186 (7316) 1 1 
ECC189 (6ES8) 1 6 
PRCZSO ores 6 4 


ECC803 (7025) 17 
ECF80 (6BL8) 14 


ECF82 (6U8) 19 
ECF802 _—_i.... 1 0 
ECF86 (6HG8) 1 0O 
BCHZT oc 1 11 
ECH35 


(6K8GT) 1 8 
ECH42 (6CU7) 14 
ECH80 (6AN7) 16 
ECH81 (6AJ8) 12 
ECH83 (6DS8) 13 
ECH84 (6JX8) 13 
ECL80 (6AB8) 14 
ECL82 (6BM8) 14 


ECL83 


ECL84 (6DX8) 16 
ECL85 (6GV8) 16 


ECL86 (6GW8) 1 


Home Builders! Use our Mail Order Service 
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Fast Service . 


EF9 _..... 
EF22 (7B7) ] 
EF37A (6J7GT) 1 
EF39 (6K7GT) 1 
EF40 0... 
EF41 
EF42 2. wu... 
EF43 _..... 
EFSO. ww. 
EFFS1 uu... a... 4 
EFS4 2.00... 1 
| =) Se 1 
EF73 
EF80 
EF81 
EF83 ou... 
EF85 (6BY7) 
EF86 (6267) 
EF89 (6DA6) 
EF91 (6AM6) 
EF82 (6CQ6) 
EF93 (6BA6) 
EF94 (6AU4) 
EF95 (6AKS) l 
EF97 (6ES6) 
EF98 (6ET6) 
EF183 (6EH7) 
EF184 (6EJ7) 1 
EF731 (5899) 3 
EF732 (5840) 3 
4 
6 


(6BX6) 


EFFS 1 
EFP60-—___..... 


|S) in 
EK90 (6BE6) 
EL3N 
EL33 (6M6G) = 1 
EL34 (6CA7) I 
EL36 (6CMS) | 
js) Bey 
EL38 (6CN6) = 1 
EL41 (6CKS) 
EL42_..... 
EL80 (6MS5) 
EL81 (C6J6) 1 
EL82 (6DY5) 
EL83 (6CK6) 
EL84 (6BQS5) 
EL85 (6BN5) 
EL86 (6CW5) 
EL90 (6AQ35) 
EL91 (6AMS) 
EL95 (6DLS) 
EL360- dt... 3 
EL500 (6GB5) 1 
EL821 (6CH6) 1 
BLSZ2 ew 1 
EM34 (6CD7) 1 
EM80 (6BR5) 
EM81 (6DAS) 
EM84 (6FG6) = 1 


EM87 (6HU6) 1 


— 
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Big stocks of Transistor Radios 





EQ80 (6BE7) 
EYS1 (6X2) 
EY80 (6U3) 
EY81 (6R3) 
EY82 (6N3) 
FY GS ccm, + oem 
EY84 (6374) 
EY86 (6S2) 
EY87 (6S2A) 
EY88 (6AL3) 
id ae 
EZ35 (6X5GT) 
EZ40 (6BT4) 
BEZ41 
EZ80 (6V4) 
EZ81 (6CA4) 
EZ90 (6X4) 
GZ30 (SZ4GT) 
GZ32 (5AQ4) 
c+ 5. ee 
GZ34 (SAR4) 
PABC80 (9AK8) 
PC86 (4CM4) 
PC88 (4DL4) 
POO? hs dae 
PC95 (4ERS ) 
PCC84 (7AN7) 
PCC85 (9AQ8) 
PCC88 (7DJ8) 
PCC89 (7EFS ) 
PCC189 (7ES8) 
PCF80 (9A8) 
PCF82 (9US) 
PCF84 io 
PCF86 (8HG8) 
PCF801 __..... 
PCF802 (9JW8) 
PCL82 (16A8) 
PCL83 - 
PCL84 (15D28) 
PCL85 (18GV8) 
PCL86 (14GW8) 
PF86 
PL2D21 (2D21) 
7 rer 
PL36 (25E5) 
PL81 (21A6) 
PL82 (16A5) 
PL83 (15A6) 
PL84 (15CWS5S ) 
PLS00 (27GBS5 ) 
PL1267 


PM84 wn... 
PY80 (19X3) 
PY81 (17Z3) 

PY82 (19Y3) 

i. 2. 
PY88 (30AE3 ) 
UABC80___....... 
UAF42 (12S7) 


1 


l 
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. . Use our Mail Order Dept. 


UBC41 (14L7) 11 
UBC81 __..... 10 
UBF80 (17C8) 11 
UBF89 (19FL8) = 11 


UBLZL = .... 1 7 
UC92 (9AB4) 14 
UCCBES na 13 
UCF80 C=... 1 4 
GCHZ wes 1 12 
UCH41 _...... 18 


UCH42 (14K7) 15 
UCH81 (19D8) 13 
UCL82 (SOBM8) = 15 


UCL83 ou 15 
o> ee 11 
UF41 (12ACS5) 15 
UF42 0.000... L 3 
UF80 ...... ..... 1 O 
PES cn gem 18 
UF89 on. 11 
UL41 (45A5) [2 
UL84 (45B5) 13 
UM80 (19BRS5) 14 
UM84 ... _..... 16 
UY42 0... fj 
UY41 (31A3) 7 
UY82 (55N3) 11 
UY85 (38A3) 7 
UY89 (31AV3) 7 
i. 19 
DIODES and 
TRANSISTORS: 
See also Page 24 

OA2 (150C2) 16 
OAS neu 9 nom 9 
OAT ee 10 
OAQ 12 
OA31 2... 1 18 
OA47 10 
OA70 0. 3 
OA72 4 
OAT73 4 
OAT 92.0000 w.. 4 
OA81 ... 3 
OA85 4 
OA86 7 
OA90 20... 3 
OA9L 4 
OA92 was 3 
OA9IS 7 
OA200 9 
OA202 12 
OA210. 11 
OA211.  -_..... 1 7 
OA214 dt... 1 7 
OAPI2 _...... 1 9 
OAZ200 ___..... 1 2 
OAZ201 __..... 1 2 
OAZ202__..... 1 2 
OAZ203____...... 1 2 


| 
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Diodes & Transistors 
continued— 


OAZ204 ___..... Lt 2 
OAZ205__...... 1 2 
OAZ206____...... 1 2 
OAZ207 _—___...... Lz 
OAZ208 _—__..... Ll 2 
OAZ209_—__...... 1 2 
OAZ210_— _..... 1 2 
OAZ211_...... 1 2 
OAZ212_— _..... 1 2 
OAZ213___...... 1 2 
OBZ (108C1) 17 
2 | Chet) re 7 
OCIS wos wet 4 0 
0 | 602) See 4 0 
+ Oe. 2 2 
+. S| | 2 £ 
OC44 ... 17 
oo re 18 
OC46 _.. _..... 1 11 
OC47 2. 1 17 
a § re 1 6 
i 6-), e t i 
6. |: 1 6 
OC60 .... —..... I “12 
to sr 17 
OC66 ... 11 
ey | | ee 1] 
Gy ¢ Pees 10 
2 ty 11 
Moto ‘eum ats 1 13 
OC74 ...... 14 
©, ef See 2 
6 Oy, rn 17 
ee 1 5 
QOTD rnin ss 1 1 
OCB0 oon ein 1 | 
6. ©: ; ee 1 1 
OC81D ___........ 1 | 
+ Ot 5 2 15 
OC123__...... 3 7 
2, it er 1 18 
OC140 2 # 
OCI4l 217 
OC169 — sum 12 
OCI70 i... 14 
CLT cen 1 6 
OCP70 i... z q 


OD3 (150C3) lL iz 
ORP11 (7633) 2 18 


ORP14 1 O 
ORP30___..... - 2 
ORPS5O it... 2 3 
ORP60 10 
ORP61 10 
ORP62___.... 10 
ORP63__..... 11 
ORP80____t.... 5 7 
ORP90 __.... 2 10 





If it's Radio, we have tt 





ANNO OSC OWAIN CORP OWAIN OMWAWNOOOONGOWWAJDTOODCOWOOCOUOCDODOONWAOODNYUNA ANNAN nnnninwn 








SAVE £50 ON YOUR TELEVISION 


WE SUPPLY A COMPLETE TELEVISION 
SET WITH 23” SCREEN. ALL READY TO 
PLUG IN, BUT WITHOUT CABINET FOR 


£96 complete with everything. 

All you do is to arrange for a cabinet. 
The set even includes a mask and safety 
glass for the television tube. Remember, 
verything is complete — only the cabinet 
is missing! Surely you will not miss this 
wonderful opportunity now made avail- 
able by TRICITY HOUSE! 


REMEMBER .. . THIS SET IS SOLD WITH 
OUR COMPLETE GUARANTEE. We accept 
complete responsibility for service for 
a pericd of 3 MONTHS. 


ES6 complete. 








PHILIPS TRANSISTOR AGE 


THE BIG PORTABLE for home, beach, party 
boat, bach or car. 

More than 30,000 Transistor Ace Radios are in use in 
New Zealand — striking proof of their remarkable 
popularity. 

Plenty of power for distant stations, home listening or 
dancing. 

Easy Push Button Operating. 

Big 6” hi-efficiency elliptical tonal-balanced speaker. 
Attractive colour — Trepic Tan, Surf Grey and Fiesta 
Red. 

Modern leatherette hand-stitched case. 

7 transistors: economical to operate. 500 hours on one 
battery. 


sien PRICE — only £291 8'6 Fully guaranteed 











START YOUR BOY OFF WITH RADIO ... 
THE HOBBY THAT LASTS A LIFETIME! 


SEND NOW FOR A 


FOUNTAIN 
KIT SET 


. . . the KITSET THAT TEACHES THE BEGINNER TO BUILD TRANSISTOR SETS, AMPLIFIERS. 
INTERCOMM SETS, TRANSMITTERS . .. and a score of interesting electronic devices. 


NO TOOLS OR MAINS POWER NEEDED — and everything can be used 
over and over again. 





The Kits include easy-to-follow diagrams which are illustrated by pictures. RIGHT FROM 
THE BEGINNING, THE PROUD OWNER OF A “FOUNTAIN” KITSET BUILDS SETS THAT REALLY 
WORK. 

Each kit is a brightly coloured presentation box: each kit complete. 


mus? £173, £99 * £10/10/- 


Everything for Transmitting and Receiving 


TRANSFORMERS and CHOKES: 


We stock every type of Transformer and 


Choke. 


AUDIO INPUT TRANSFORMERS 
£ 


General purpose: 

AOl Class A input, 1: 2 ratio, 
secondary CT ...... _.... 
Mike to grid, Pri. 75 
ohms. Ratio 90: 1. 
I¥%eosq. can es 
Voice Coil to grid for in- 
tercomm. Ratio | : 106 ..... 
Intercomm. mike to grid. 
1: 32 ohm 1: 16 in round 
can wn 
70 ohm carbon mike to 
transistor or 500 ohm 
Line. Min. clamp mntd. 
Universal mike-Line-grid. 
Nickel-iron core, round 
can, long leads... __...... 


Wide range, Low Loss, astatic- 
ally wound, isolated core 
can, turret terminals: 

AO5 Mic. to grid. Pri. 30-50 

ohms. Sec. untereminated 

Mic. to line. Pri. 30-50 

ohms. Sec. 600 ohms 

mommmal 9 sevens | nes 

Line to grid. Pri. 250 

ohms unterm. or across 

500-600 ohms term. _...... 


AO03 


A04 
A22 


A23 


A24 


A06 


AO7 


Speech frequencies, clamp mounted: 


A08 Mic. to grid. 30-50 ohms 
to unterm. grid. Ratio 
| ee | | 
Mic. to line. 30-50 ohms 
to 250 ohms or 500 ohms. 
Ratio 1i3s2 os suas 
A10. Line to grid. 250 ohms or 

500 ohms to grid. Ratio 

eS me 


Wide range,, astatically wound, 
double shielded, octal plug 
base: 

Al2 Mic. to grid. Plug-in type 

Al3 Mic. to line. Plug-in type 

Al4 Line to grid. Plug-in type 


AO9 


CHOKES: 

C01 Vibrator “A” choke, 0.6 
GNIS > cass senses tees 

C22 20-60mA, 30Hy., 855 


ohms. Smoothing for Wil- 
liamson amp... 
25mA, 1OHy., 440 ohm. 
Preamp. & _ instrument 
power supplies... __..... 
C40 50mA, 7Hy. 440 ohm (re- 

places Type C02) _...... 


C4] 


ARAL 


12 


Ie 


15 


ID 


1] 


10 
11 


All guaranteed. 


~~~] 


0 
6 


C02 SOmA, 4Hy., 500 ohms. 
(see later type C40) _..... 
C03 60mA, 1OHy., 400 ohms 
C04 80mA, 12Hy., 300 ohms 
COS 100mA, 12Hy., 350 ohms 
C06 125mA, 15Hy., 275 ohms 
CO7 150mA, 12Hy., 210 ohms 
C08 200mA, 11Hy., 160 ohms 
CO9 250mA, 12Hy., 70 ohms 
C33 275mA, 3Hy., 60 ohm 
(for TV) ee eee 
C35 275mA, I1Hy., 26 ohm 
OG TVS ke ee 
C34 300mA, 2.5Hy., 62 ohm 
or V5 ce eee 
C36 300mA, 1.1Hy., 40 ohm 
fic i. re 
C39 420mA., 0.58Hy., 19 ohm 
(for TV) 22000 es 
C37 420mA, 1.4 Hy., 32.5 
ohm (for TV) so ee 
C32 500mA, 5mHy., 0.5 ohms, 
Miniature nn es 
C16 4A, 0.05Hy., 0.3 ohms ..... 


High voltage chokes — insulated 
to suit transmitting use: 


C26 150mA, 16Hy., 160 ohms 
W7SOV eee 
C30 250mA, 14Hy., 100 ohms, 
I 0 
C27 350mA, 12Hy., 85 ohms, 
1750V ues cee | 


High voltage swinging chokes — 
insulated to suit transmit- 
ting use: 


C29 150mA, 29-16 Hys., 160 
ohms, 1750V__...... a... 
Cll 200mA, 26-8Hys., 160 
ohms, 1200V __.......___..... 
C12 250A, 25-5 Hys., 70 
ohms, 1200V__....... —_.... 
C31 250mA, 26-10 Hys., 100 
ohms, 1750V ___...... _ 
C28 350mA, 18-8Hys., 85 
ohms, 1750V___i...g. 


Audio Chokes: 

C23 0.8 Hy. Ferroxcube core 

C24 2.4 Hy. Ferroxcube core 

C25 1000 Hy. CT. Mumetal 
COTE nine tums 


DRIVE TRANSFORMERS — 


for use with valves: 
Class M input (6N7 or 19) 
p.p. 6J5/p.p. 807 Class 
wwii ta! (HER 
p.p. 2A3/p.p. ZB120 
Class Bo acs sere tse 
p.p. 2A3/p.p. TZ20 Class 
B 


DO! 
DO2 


DO3 
D04 


DO5  p.p. 2A3/p.p. 809 Class B 


Write Us. Box 1410, Christchurch 


WN = SS 


18 
15 


16 


17 


19 


19 
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~] 
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18 We'll look after your 


D06 6V6 triode/p.p. 807 Class 
AB ace” ins | eee 
p.p. 6V6/p.p. 807 Class 
B zero bias ns, 
EL41 __ trioda/p.p. 
Class AB; cee.) haan 
Interstage, miniature, ratio 
1:3, Hikers 2 etc. ..... 
Valve/transistor 
OC16 12V a ss 
p.p. 615/p.p. 807 A.B. 
Ratio 1:2 oan. 


Driver transformers — for use 

with transistors: 

DO9 0C71/p.p.0C72. Turns 
ratio L.75:1°0 ue owe 
Valve/transistor 

1, 65 | Rr ee 

D13 0C71/p.p.0C72. 

ratio 1.75 : 1, Miniature 

Transistor general pur- 

pose. Turns ratio 1.75: 1, 

Miniature nee es 

GT81/p.p. GT 109. Turns 

ratio 6:1, Miniature _.... 

Multimatch transistor 

driver. 12:14 1,6: 1 

1+ 1, 


Valve/transistor EF98/ 
OC16 12V ae ae 
0C16/p.p. OC16 Mullard 
10W transistor PA Amp. 
2N40C/p.p. 2856. Ratio 
1.74 : 1 + 1, Miniature 
GT8/p.p. GT8. Ratio 2 : 
1 + 1. Driver for 20W 
modulator nse ee 
p.p. OC72 (or similar)/ 
p.p.0C16. Ratio 5: 1 + 
1, Miniature _...... _..... 
OC75/p.p. 0C74. Ratio 4: 
1+ 1, Miniature _...... 
2N301 (or similar)/p.p. 
2N277. Ratio 6: 1 + 1. 
Std. clamp mntd. _—..... 
Transistor Preamp. 5K/ 
500 ohm. Min. Clamp 
ii) 1) ee 


MISCELLANEOUS RADIO 
POWER TRANSFORMERS: 
Filament transformers — stan- 
dard insulation: 
2.5/6.3V YA Auto 
transformer _.......___....... 
2.5/6. 3V 2A Auto trans- 
former eee eee 
230/2.5V CT 5A Low 
Voltage Insulation ___..... 
230/6.3V 2A Low Volt- 
age Insulation _..... 


D08 
D15 
D17 
D19 
D20 


D11 


D14 


D16 
D18 


D19 
D22 
D23 
D24 


D25 


D26 
D277 


D28 


FOI 
FO2 
FO3 
FO4 


We stand behind everything we sell 
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iZ ff 


4 10 


Radio Problems 


FOS = 230/6/.3V 3A Low Volt- 

age Insulation... __..... 1 4 10 
F12 230/6.3V 5A Low Volt- 

age Insulation... __..... 212 O 
Rectifier filament transformers 

— high voltage insulation: 
Fll 230/2.5V = CT 10A. 

750V DC working __...... 29 9 
FO6 230/2.5V CT LOA. 

2500V DC working ..... 5 11 2 
FO7 230/2.5V CT 10A. 

4000V DC working _..... 7 9 Q 
F19 230/10V CT SA. 

1500V DC working _..... 412 1] 
C.R. Tube transformers: 
FO8 230/6.3V at 0.6A, 6.3V 

at O.8A, 2.5V at 1.75A 

(for EHT supply) _...... 116 9 
FO9 Auto. 6.3V/2.5V, with 

separate 6.3V at 0.6A 

(EHT supp. from standard 

xfmr.) re 1 9 O 
F34 230/046.3V at 1A. 5kV 

insulation. CRT. Fil. 

transformer... 
TRANSFORMERS FOR LOW- 

VOLTAGE SAFETY 

LIGHTING, ETC.: 
F16 230/24V. @ 15VA (Gar- 

age, etc.:, lighting) __..... 2. 10- -9 
F20 230/12V or 24V @ 

360VA (Garage, _ etc., 

lighting) 0. 12 2 6 
F21 230/12V or 24V @ 

240VA (Garage, etc., 

lighting) 7 0 O 
F22 230/12V or 24V @ 

1I8O0OVA = (Garage,  etc., 

lighting) an 519 3 
F23. 230/12V or 24V @ 

L20VA_ = (Garage, _ etc., 

lighting) 2.00 is 3 
F24 230/12V or 24V @ 

60VA (Garage, etc. 

lighting) 0 a, 412 1] 


SPEAKER CROSSOVER CHOKES: 


JOL 2.25m Hy: for 1500 cps. 

crossover. 15 ohm Speak- 

| es 2 0 
JO4 4m Hy. 833 cps. cross- 

over. 1.5 ohm Speakers ...... 2°°9 
JOS... 0.675m Hy. for Good- 

mans networks ...... _..... 17 
JO06 4.5m Hy. for Goodmans 

metworks 2.000 ou. 1 14 
MODULATION TRANS- 

FORMERS: 
MO7 10 watt multimatch _.... 3. 9 
MO1 30 watt multimatch __..... 4 0 
M06 50 watt multimatch _..... 6 19 
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st 
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M03 
M04 
M05 


M08 


100 watt multimatch . 

5S watt 16,000 ohms p.p./ 
5000 ohms sec. ...... _..... 
5 watt 16,000 ohms p.p./ 
6000 ohms sec ...... _..... 
7000/9100 ohms Auto. 
30/40 mA D.C... ..... 


TRANSMITTER MODULATION 
TRANSFORMERS: 


M09 
M10 
M11 
M12 


M13 


7K : 7K For _ balanced 
D.C. 6W Speech freq. ..... 
7K : SK For balanced 
D.C. 6W Speech freq. ..... 
p.p. GT8 (12V) to 4.5K, 
2ZOW eee 
Transistor Multi 

Trans. SOW (12V 
ply) Final 300-600V _..... 
Transistor Modulator 
Transformer 24V supply. 
Otherwise as M12. 


POWER TRANSFORMERS FOR TRANS- 


MITTER USE 


(Except 


for 


P04, 


these are tapped to deliver 1250V, 


tifiers. 


where): 


PO! 
PO2 
PO3 
P04 


150mA. 1460/1180/ 
900V aside __...... 
250mA. 

900V aside 
350mA. 

900V aside __......_...... 
250mA. Delivers 750, 600 
or 500 V DC with 866A’s 


1460/1180/ 


1460/1180/ 


7 13 


RADIO POWER TRANSFORMERS: 


R33 


R108 


R34 
R64 
ROI 
R57 
R89 
R95 
R68 
R70 


S5mA 2000V_ Halfwave, 
6.3V @ 0.6A, 2.5V @ 
175A 0 
22mA 110V A.C. 100mA 
RMS. For 250 V D.C. 
FWVD Rect. 6.3V @ 
0.86A (Headphone Stereo 
Amp.) i ao 
30mA 110V_ Halfwave, 
63V @1A... 
30mA 220V_ Halfwave, 
6.3V @1.9A _.... 

30mA_ 150/150V, 6.3V 
@I15A 2 
35mA_ 190/190V, 6.3V 
@25A 2. on. 
40mA 175V_ Halfwave, 
6.3V @1.6A.... _.... 
40mA 250 V_ Halfwave, 
6.3V @26A .... —.... 
42mA 250/250V, 6.3V 
@23A 2... 2. 
47mA 175/175V, 6.3V 
@ 185A 


We stand behind everything we sell 


4 13 


Zz 3 


2 
8 


1000V, or 750 V DC using 866A rec- 
Swinging chokes listed else- 


9 
8 


It’s Easy and Pleasant to Buy by Mail 
9 16 O 


19 

R54 S5OmA 250/250V, 6.3V 
@ BA eee 2 2 Q 

R107 S5OmA, 210V_ Halfwave, 
6.3V @ 3A oe 1 4 0O 
R63 53mA 85V Halfwave ..... 1 O 3 

R87 55mA 245/245V, 6.3V 
@ 224A eee 1 16 6 

R85 60mA 225/225V, 6.3V 
@ 2A,6.3V @ 1A _...... 2 Ll 3 

R84 60mA 260/160V, 6.3V 
@ 2A, 6.3V @ 0.6A ..... 110 9 

RO2 60mA 280/280V, 6.3V 
@ 3A on cee 116 O 

R88 60mA 280/280V, 6.3V 

@ 3A (Low flux density 
for tape recorders) __..... 210 O 

RO3 60mA 280/280V, 6.3V 
@ 2A, 5V @ 2A _........ 116 4 

RO4 60mA 350/350V, 6.3V 
@ 2A, 5V @ 2A __....... 118 6 
R32 65mA 110V_ Halfwave 1 4 2 
R55 65mA 110V_ Halfwave 1 3 1 

ROS 80mA 280/280V, 6.3V 
@ 3A,5V @ 2A _........ 2 3 1 
R05/2.5 As ROS but to suit 2.5V heaters 

R71. 80mA 280/280V, 6.3V 
OC ie) a 2 3 4 

RO6 80mA 330/330V, 6.3V 
@ 3A,5V @ 2A _....... Z 3 3 

RO7 80mA 385/385V, 6.3V 
@ 3A, 5V @ 2A _........ 2 5 3 
RO7/2.5 As RO7 but to suit 2.5V heaters. 

RO& 100mA 310/310V, 6.3V 
@ 4A, 5V @ 2A _....... 215 3 

RO9 100mA 385/385V, 6.3V 
@ 4A, 5V @ 2A ........ 215 3 

R96 100mA 280/280V, 6.3V 
(@ 4A (no covers) ..... 2 6 O 

R38 125mA 310/310V, 6.3V 
@ 4A,5V @ 2A __...... 3 8 6 

R10 125mA 310/310V, 6.3V 

@ 2A, 6.3V @ 2.5A, 
SV @ 3A os 3 8 6 

R11 125mA 400/400V, 6.3V 
@ 4A, 5V @ 3A 3 8 6 

R39 150mA 310/310V, 6.3V 
@ S5A,5V @ 3A __....... 4 9 3 

R17 150mA 310/310V, 6.3V 

@3A, 6.3V @3A,5V @ 
BR crane sna anaes 5 6 0 

R13 150mA 400/400V, 6.3V 
@ SA,5V @ 3A se... 4 9 QO 

R14 150mA 400/400V, 6.3V 

CT @ 3A, 6.3V @ 3A, 
SV @ 3A os 5 6 0O 

R52 150mA 425/425V, 6.3V 
@ 4A, 5V @ 3A __...... 5 5 0O 

R103 150mA 104V A.C. 0.6A 

RMS. for 245V_ D.C. 

FWVD Rect., 6.3V CT 

@ SA (For Mullard 7W 
215 O 


Stereo Amp.) ..... __..... 














20 
R15 


R16 
R53 


R93 


R94 
R98 


R104 


R102 


R101 


R105 


R106 


VIBRATOR TRANSFORMERS: 


R18 
R19 
R20 
R72 


R73 


R83 


R74 
R75 


Same Day Service for Mail Order Buyers 


200mA 400/400V, 6.3V 
@ 4A, 6.3V @ 3A, 5V 
@ BAN eee 
200mA 500/500V, 6.3V 
@ 4A, 6.3V @ 3A, 5V 
a | 
250mA 565/565V, 6.3V 
@ 2.5A, 5V @ 2A, choke 
6) a 
275mA 240-305-320V 
aside, 6.3V @ 9A, 5V @ 
3A, low flux density, for 
TV and Stereo... ___..... 
As R93, but standard flux 


RMS. For 260V_ D.C. 
FWVD Rect., 6.3V @ 
SA, 6.3V @ 5A, 0-6.3- 
7.5-9V @ O0.3A wou 
320mA 130 VA.C. 1.3A 
RMS. For 200V_ D.C. 
FWVD Rect., 6.3V @ 
6A tees 
35mA 95V A.C. 1.3A 
RMS. For 200V_ D.C. 
FWVD Rect. O-2.9-6.3- 
12.6V @ 3A, 0-6.3- 
12.6V @ 3A, 0-6.3-7.5- 
OV @ OBA wo. 
420mA 106V A.C. 1.35A 
RMS. For 220V_ D.C. 
FWVD Rect. 190V @ 
0.3A Series Fil. TV ..... 
420mA 106V A.C, 1.35A 
RMS. For 220V_ D.C. 
FWVD Rect., 6.3V @ 
10A, 0-6.3-7.5-9V @ 
0.3A (Picture Tube fil. 
with boost) _—_...... _ 
420mA 106V A.C. 
1.35A RMS. For 220V 
D.C. FWVD Rect. 6.3V 
@ 5A, 6.3V @ SA, 6.3V 
@0.3A  (lIsol. Picture 
Tube Wdg.) nn. 


30mA 6V-115V___..... 
30mA 6V-135V___..... 
30mA 6V-150V___..... 
SOmA 12V/230V, 250V/ 
250V, 12.6V @ 1A 
(Vib./Mains type) _..... 
SOmA 6V/230V, 250V/ 
250V, 6.3V @ 2A 
(Vib./Mains type __...... 
SOmA 6V or 12V-230V 
SOmA 6V-235V_ D.C. 
using 6 X 4 rectifier... 
SOmA 12V-235V_ D.C. 


using 6 X 4 rectifier _..... 


All the latest Television and Radio Sets 


614 0 


] 


11 


12 


19 


19 


NN bY 


8 
8 











R86 50mA 6V or 12V- 


ye re 
R51 60mA 12V-230V ___....... 
R22 50mA 12V-250V ___..... 
R49 60mA 6V-200V___........ 
R51 60mA-12V-200V ___...... 
R23 75mA 6V-275V____....... 
R56 75mA 12V-275V ____...... 
R48 95mA 6V-270V ___....... 
R50 95mA 12V-270V__...... 
R24 100mA 6V-300V ___....... 
R25 100mA 12V-300V —_ 
R60 110mA_  12V-90V-135V 

Intermittent  .... _..... 
R61 110mA 6V-90V-135V 

Intermittent ...._...... 


2 8 
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BATTERY CHARGER TRANSFORM- 


ERS: 

R36 %A 6V DC output from 
f/w CT rect. Use with bal- 
|: 

R27 1A 6V DC output from 
f{/w CT rect. Use with bal- 
WE fh ke 8 + Fats 

R82 IA 6V or 12V DC. f/w 
bridge rect. Use with bal- 
last 

R28 2A 6V DC output from 
f/w CT rect. No ballast 

R35 2A 6V DC output from 
f/w CT rect. Use with 
ballast 1 a. 

R29 2A 12V DC output from 
f/w CT rect. Use with 


R77 2’%A 6V or 12V DC 
from f/w bridge rect. Use 
with ballast .... _..... 

R78 4A 6V or 12V DC from 
f/w bridge rect. Use 
with ballast  .... _..... 


Universal Output Transformers: 
S43. 3 watt multimatch _..... 
S44 6 watt multimatch _..... 
S45 10 watt multimatch .... 
S32 20 watt multimatch _.... 
S54 35 watt multimatch _ 
S65 60 watt multimatch —... 
S98 2 watt multimatch transis- 

tor Output nae. 


TRANSISTOR OUTPUT 

TRANSFORMERS: 

S86 150 milliwatt. p.p. GT109. 
900 : 3. ohms. Wide 
range miniature... 

S87 150 milliwatt. p.p. GT109. 
900 : 3. ohms. Speech 
freq., standard _.... | 

$77 200 milliwatt. p.p. 0C72. 
400 : 3 or 5 ohms. High 
eff. & quality ..... 


15 























$82 
S98 
S108 


S109 


S110 


Good Radio Components mean Good Results 


S79 200 milliwatt. p.p. 0C72. 


320 : 3 ohms. Speech 
freq., standard _s...... 
1.5 watt. OC16. 24 : 3.5 
ohms. Wide range ..... 
2 watt multimatch transis- 
tor output a as. 


10 watt p.p. OC 16 to 2, 
8, or 15 ohms. Auto. For 
Mullard 10W PA amp. 
800 milliwatt. p.p. 2S56, 
150 ohms to 8.5 ohms. 
Miniature — a. 
800 milliwatt. p.p. 2S56, 
150 ohms to 3 
Miniature  — nn. 


HIGH FIDELITY OUTPUT TRANS- 
FORMERS: 


17 O 


MISCELLANEOUS OUTPUT TRANSIS- 


S50 


S51 


S52 


S96 


S97 


S99 

S100 
S101 
$102 
S111 


S112 


3 watt. Nominal pri. 600 
or 150 ohms _ line/voice 
coil multimatch ae 
6 watt. Nominal pri. 600 
or 150 ohms _ line/voice 
coil multimatch on 
10 watt. Nominal pri. 600 
or 150 ohms _ line/voice 
coil multimatch ti... 
3 watt. 15 ohms/3.7 
ohms. Speech  frequen- 
6) 

Auto _ transf. 
ohm, for use with 1500 
cps. crossover, 
20 watt. 1OK p.p./8 or 
15 ohms _ (inexpensive 
home music system) __..... 
20 watt. 6K p.p./2 or 15 
ohms (inexpensive home 
music system) U/L screen 
taps at 43% turns... 
3 watt “universal” plate to 


to line im ek 
7 watt p.p. 
6BM8. 9000 ohms/3.75, 
7.5, or 15 ohms. U/L 
screen taps @ 20% turns. 
(Mullard 7W Stereo 


ohms. U/L screen taps @ 
20% turns. Small size, 
grain-oriented core. HiFi 
for stereo amp... ___..... 


TORS—Line matching. Plate to line, 
etc: 


18 10 


\O 
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(R) = Radiometal (SS) = Super-silcor 
(ST) = Silicon steel (G) = Grain-oriented 


S56 


957 


SO 1 
S21 
S02 
S12 
$22 
S83 
S71 


$72 


S8 I 


S03 
S13 
$23 
S04 
S14 
S24 
SO5 
915 
S25 
S06 


S16 


$26 


(R) 5 watt 5000/3.7-15 
ohms (R & E Cir- 
cuit Aug. 1950) ..... 3 
(R) 5 watt. 5000/2-8 
ohms (R. & E. Cir- 
cuit Aug. 1950) ..... 3 
(R) 10 watt. 3000/1-4- 
9-16 ohms ___..... 7 
(ST) 10 watt. 3000/1-4- 
9-16 ohms _......... 4 
(R) 10 watt. S5000/1-4- 
9-16 ohms _....... 7 
(SS) 10 watt. 5000/1-4- 
9-16 ohms _..... 5 
(ST) 10 watt. S000/1-4- 
9-16 ohms __....... 4 
(R) 10 watt. 10,000/1- 
4-9-16 ohms __...... 8 
(ST) 10 watt. 6000/8000 - 
: 3.7-15 ohms (Mul- 
lard circuit) _..... 5 
(ST) 10 watt. 6000/8000 
: 2-8 ohms (Philips cir- 
et | ee 4 
(ST) 12 watt. 7000/3.7- 
15 ohms (Osram 
912 circuit) _...... 4 
(R) 15 watt. 3000/1-4- 
9-16 ohms ___....... 12 
(SS) 15 watt. 3000/1-4- 
9-16 ohms _i....... 7 
(ST) 15 watt. 3000/1-4- 
9-16 ohms __....... 6 
(R) 15 watt. 4000/1-4- 
9-16 ohms _i........ LZ 
(SS) 15 watt. 4000/1-4- 
9-16 ohms is... j 
(ST) 15 watt. 4000/1-4- 
9-16 ohms __...... 6 
(R) 15 watt. 5000/1-4- 
9-16 ohms ee 
(SS) 15 watt. 5000/1-4- 
9-16 ohms __....... z 
(ST) 15 watt. 5000/1-4- 
9-16 ohms _—aw...... 6 
(R) 15 watt. 10,000/1- 
4-9-16 ohms (Wil- 
liamson)  —__...... LZ 
(SS) 15 watt. 10,000/1- 
4-9-16 ohms (Wil- 
liamson) em of 
(ST) 15 watt. 10,000/1- 
4-9-16 ohms (Wil- 
liamson) —_—_si...... 
(R) 15 watt. 10,000/31- 
500 ohms ..... _..... 12 
(SS) 15 watt. 10,000/31- 
500 ohms _...... _..... 10 


19 
10 


12 


19 


19 
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Shop by mail. It’s easy 
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S30 (ST) 15 watt. 10,000/31- 
500 ohms ...... _...... 
20 watt. 4000/1-4- 
9-16 ohms ___........ 14 4 
S17. (SS) 20 watt. 4000/1-4- 
9-16 ohms ___........ 7 18 
S27. (ST) 20 watt. 4000/1-4- 
9-16 ohms __....... 6 19 
20 watt. 6600/1-4- 
9-16 ohms __....... 14 4 
S58 (SS) 20 watt. 6600/1-4- 
9-16 ohms __....... 7 18 
20 watt. 8000/1-4- 
9-16 ohms _...... 14 4 
S90 (SS) 20 watt. 8000/1-4- 
9-16 ohms ___...... 7 18 
20 watt. 9000/1-4- 
9-16 ohms _....... 14 4 
S18 (SS) 20 watt. 9000/1-4- 
9-16 ohms ____...... 7 18 
S28 (ST) 20 watt. 9000/1-4- 
9-16 ohms __.... 6 19 
20 watt. 10,000/1- 
4-9-16 ohms _...... 14 4 
S19 (SS) 20 watt. 10,000/1- 
4-9-16 ohms _...... 7 18 
S29 (ST) 20 watt. 10,000/1- 
4-9-16 ohms __....... 6 19 
S66 (SS) 30 watt. 6600/1-4- 
9-16 ohms, ultra- 
HAeat sm mm ll 1 6 
7 watt. 9000/3.75- 
7.5-15 ohms. U/L 
screen taps @ 
20% turns. p.p. 
ECL82 / 6BM8 
(Mullard 7W Stereo. 
Stereo. Amp.) _..... 3 7 OQ 
10 watt. 8000 ohms 
p-p / 8-15 ohms. 
U/L screen taps 
20% turns. For 
Stereo. Amp. Small 
|, ie 


6 9 
SO7 (R) 


S53 (R) 


S80 (R) 


SO8 (R) 


SO9 (R) 


oD NM NY ON NY NY NY NY KY CY wv aA 


S111 


$112 (G) 


MAINS ISOLATING TRANSFORMERS 
(230V to 230V). These are often used 
in jobs where conditions of use are 
inclined to be arduous. , For this rea- 
son, attention is drawn to the generous 
proportions of ““_BEACON” isolators. 


£ s d 
V25 115 O 15 VA 
V26 2 5 DO 25 VA 
V27 2 6 9 50 VA 
V28 4 5 0 100 VA 
V29 410 O 150 VA 


Standard finish is vertical mounting, 
pressed steel and shrouds, 3-core pri. flex, 
2-core sec. flex. Supplied in can as 
“special” if required. 














£ s d 
V30 § 0 3 250 VA 
V31 11 15 10 500 VA 
V32 15 15 0 750 VA 
V33 17 4 O l kVA 
V34 21 0 O 1.25 kVA 
V35 31 2 QO 1.5 kVA 
V36 36 15 O 2 #kKVA 
V37 42 10 O 2.5 kVA 


Standard finish is compound filled can 
with carrying handle. 3-core pri. flex, 
flush-mounted 3-pin sec. socket. Subject to 
later improvements in style of finish, and 
variations as “special” to customer’s instruc- 
tions. eF«d 


V6l 11 18 O 

TV isolator for AC/DC receivers. 
230/110-260V @ 1.4A RMS. In portable 
case with rotary switch, fuses, and sec. 
socket. 
STEPDOWN TRANSFORMERS = (230/ 

115V unless otherwise specified): 

d 


£ os 
V4i1 1 11 6 15 VA 
V42 2 5 O 25 VA 


Standard finish. 
core sec. flex. 


3-core pri. flex, 2- 


£ s d 
V43 2 6 9 50 VA 
V44 4 5 O 100 VA 
V45 414 6 150 VA 


Standard finish, 3-core pri. flex, T-pin 
socket on secondary. 


s d 
V46 § 10 O 250 VA 
V47 11 15 10 500 VA 
V48 15 15 O 750 VA 
V49 17 4 O l kVA 


Standard finish: Compound filled can 
with carrying handle, 3-core pri. flex, flush- 
mounted T-pin sec. socket. 


USE THIS USEFUL RESISTANCE 
COLOUR CODE. WE STOCK ALL 
RESISTORS. 


COLOUR CODE 


~ 0 
1 1 
2 2 
3 3 
4 4 
5 5 
6 6 
7 7 
8 8 
7 9 


Silver 





marked on the body of the resistor in black characters. 





See inside front cover for mail order buying 


Pink 


Salmon 
indicating Grade 1 High 


Always 


Stability Resistor 


Where the resistance value or the tolerance cannot be indicated by 
the colour code, the type, resistance value, and tolerance will be 
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AERIAL COILS 


Shielded in 13/16” square x 15%” mini- 
ature cans. Ferro-enclosed. 


200. Broadcast, adjustable iron core. Tap- 
ped type for Auto or short aerials not 
exceeding 150pfd. 10/-. 

240. Medium band. 1.7-6m/c’s. high gain, 
ferro-enclosed, tapped at 1/3rd. 10/-. 

250. Broadcast. Adjustable iron core. 
Transistor. 16/4. 


Unshielded Types: 

Type: 

P30. Broadcast Poly “Q” adjustable iron 
core H.I.P. 6/6. 

40 Broadcast universal replacements, ad- 
justable in inductance to replace any 
damaged aerial coil using gang swings 
from 360 to 480 pfd. 7/7. 

P60. Shortwave. 6-20m/c. Poly “Q” ad- 
justable iron core. 5/-. 

P70. Medium wave. 1.7 to 6m/c’s. Poly 
“Q” adjustable iron core. 5/-. 

210/1 Broadcast rod aerial coil for %” 
x 8” rod. Transistor coupling wind- 
ing. 10/-. 


R.F. COILS 


Broadcast: Shielded in 15%” square x 11/2” 

cans: 

115. Broadcast, adjustable iron core. H.I.P. 
A 100 pfd. condenser must be fitted 
across primary in operation. 11/1. 

155. Medium band 1.7 to 6m/c’s, high 
gain with primary. 11/1. 

135B. Broadcast. Adjustable iron core. 
Transistor. 16/4. 


Unshielded Types: 


P35. Broadcast Poly ‘“Q” adjustable iron 
core. 6/8. 

45. Broadcast universal replacements, ad- 
justable in inductance to replace any 
damaged R.F. coil using gangs of 
swings from 360 to 480pfd. 7/8. 

P65. Shortwave 6 to 200m/c’s. Adjustable 
iron core. 5/-. 

P75. Medium wave. 1.7 to 6m/c’s. Adjust- 
able iron core. 5/10. 





Fast Service . 





OSCILLATOR COILS 
Broadcast. Shielded in 13%” square x 1/2” 
cans: 

141. 355k/c. fixed tuned for conversion 
455k/c. to 100k/c I.F. 14/2. 


Unshielded Types: 

41. Broadcast universal replacements, ad- 
justable in inductance to replace any 
damaged oscillator coil using gang 
swings 306 to 480pfd., and I.F. fre- 
quencies from 170 to 465k/c. 7/4. 

P51XY. Broadcast 455k/c Poly “Q” ad- 
justable iron core. 6/5. 

P61. Shortwave 6-20m/c 455k/c adjust- 
able iron core. 5/10. 


Broadcast. Shielded in 13/16” square x 
15” miniature cans: 

L11XY. 455k/c adjustable iron core. 8/9. 
191. Broadcast 455k/c. Transistor. 10/-. 


INTERMEDIATE FREQUENCY 
TRANSFORMERS 

Iron core mounted in 1%8” sq. x 3” cans: 

82. 100k/c ferro-enclosed, adjustable “L,” 
B.W. 1.8k/c. G.F. 140. 22/-. 

142. 455k/c Lizt wound adjustable “C” 
B.W. 12k/c. G.F. 110. 14/2. 

272. 455k/c Solid wound adjustable “L” 
interstage (for two stage amplifiers). 
B.W. 13k/c. G.F. 37. 14/11. 

282. 455k/c Litz wound adjustable “L” 
diode (for two stage amplifiers). B.W. 
13k/c. G.F. 48. 14/11. 

192. 455k/c Litz wound adjustable “L” 
Band expansion two position inter- 
stage. B.W. 10k/c-20k/c. G.F. 90. 
16/4. 

292. 455k/c Litz wound adjustable “L” 
Band expansion two position diode. 
B.W. 12k/c-20k/c. G.F. 52. 14/11. 

212. 1600k/c Litz wound adjustable “L.” 
B.W. 50k/c. G.F. 36. 14/11. 

Iron core miniature mounted in 13/16” sq. 

x 158” cans: 

32. 1st & 2nd I.F. Transformer. 455k/c 
for two stage transistor amplifiers. 10/- 

72. 3rd, I.F. Transformer, 455k/c for two 
stage transistor amplifiers, diode. 10/-. 


Iron core miniature mounted in 13/16” sq. 

x 2%8” cans: 

262. 455k/c Ferromagnetic enclosed ad- 
justable “L.” B.W. 10k/c. G.F. 105. 
14/11. 

202. 4.5m/c Adjustable “L.” B.W. 130k/c. 
14/2. 


Type: 

92. 10.7m/c Adjustable “L.” B.W. 100k/c. 
14/2. 

NOTE.—“B.W.”=Band width of one trans- 


former at x 2 with iron cores (if adjustable) 
in Outer position. 


. . Use our Mail Order Dept. 
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COIL ASSEMBLIES, B.F.O’s 
AND CRYSTAL FILTERS 


Type 204. B.F.O. 455 k/c. tapped with 
pre-set condenser in 1%in. square 
cans. 14/11. 

Type 214. B.F.O. 1600k/c. tapped with 
pre-set condenser in 1%in. square 
cans. 14/11. 

Type 224. B.F.O. 100k/c. with primary 
and adjustable “L.” B.F.O. fine ad- 
justment made with external 4Opfd. 
variable condenser. (Variable conden- 
ser not supplied). 15/-. 

Type 234. Oscillator coil for C.R.T. H.T. 
supplies, 2,000v. 1 watt. 18/5. 


DIAL MOVEMENTS 

Type: 

D/4-Mk2. A small horizontal  slide-rule 
dial, flood-lit, for scales type SC/16. 
Overall size 7-11/16” x 4”. (Escut- 
cheon window size 2%” x 5%”). 
29s 

D/5. A large horizontal _ slide-dial-spin 
tuner-floodlit, for scale type SC/11 
(broadcast), SC/12 (dual wave), and 
SC/13 (triplewave). 50/-. 

D/6/2. A dial gang combination with 
glass floodlit scale, two gang conden- 
ser with vernier drive and fitted with 
trimmers. Ideal for Auto sets, small 
broadcast receivers, portables, etc. 
(For “A” series coils). 46/7. 

D/6/3. As D/6/2, but fitted with three 
gang condenser. 54/11. 


DIAL SCALES AND 
ESCUTCHEONS 

Scales: 

Type: 

SC/4. Broadcast. A small two-coloured 
metal scale for portable use. For “B” 
series coils and Plessy “R” gang. 4/2. 

SC/11. Broadcast. Glass floodlit for D/5 
movement and “A” series coils. 10/11. 

SC12. Dualwave. Glass floodlit for D/5 
movement and “A” series coils. 10/11. 

SC13. Triplewave. Glass floodlit for D/5 
movement and “A” series coils. 10/11. 

SC16. A small two colour glass floodlit 
scale for Dial movement D/4-Mk2. 
and ‘“‘A” series coils. 10/2. 

SC18. Glass circular 2”” diameter calibrated 
scale with mounting bush for type 
DF/2 gang. 12/6. 


Escutcheons: 

Type: 

P25. Moulded wood. Window 4/2” x 2”. 
4/4. 

P48. Moulded wood. Window 514” x 214”. 
A/11. 








P57. Florentine Bronze (suitable scales 
SC/11, 12 & 13). Window 8%” x 


Al”. 5/6. 
R.F. Chokes: 
Type 23 LOMA cn roe com 4/2 
e 33 2.4MH ... on. 4/2 
» 73 1.3MH (all wave) _..... 13/3 
83 1O.OMH .. ow nn... 4/6 


T.V. Interference Suppression Chokes: 
Type 163 1A (approx. 2” x 6”). 2/6 


, 173 2A . 2/6 
, 183 3A _ 2/7 
, 193 4A ‘ 2/8 


Complete B/C suppressor units for insertion 
in the power cable to appliances: 


Type 244 1 amp. ..... _.... £1 FI2710 
- 254 3 amp. .... _..... £1/19/8 
5 264 6.5 amps. _...... £2/2/- 


Write us with your interference prob- 
lems, we can probably help. 


Transistors—RCA: 


SNES $$$ omk tim oem x7 
SPS 8 89 we me 66 2 
4 pe a ga 8 
i. a ae a i 
ZINZTS enna seinen, ented nt 9 6 
Fle 2 I ee 12 2 
2N217s_ ___...... | ee | ee IZ 2 
fe |, a ee 16 3 
5)! a ee 18 3 
fi a) | a a ee 19 8 
2N269 a3 6D 
PA‘ 0 | | l2 il 
PAO ee Zs 6 
Fis A a ee 43 11 
ZIZTE sens amines enna are 48 8 
lg 8 | ee ee 26 5 
ZINSUIA =e amen og 5 
4 oS a 33 9 
2N370 ke eee 18 3 
PET inte: nncy «minh + ag 16 3 
a kh re 16 11 
lf re 

2N3B74 ee tee ene 

ESTO =e | amnmet 38 66 
2N384  —__....... — ae on 26 5 
ZIV DOSE cases nse teem seni 43 3 
ZINDIOR evens serene name 21 0 
ee 10 11 
2N404a 0 ee 16 11 
ZINSUG sks xtees una n 9 6 
2ZN408 eee O° 2 
2N410 10 2 
C4] ee 10 11 
2N414 0 eae 9 6 
2N44)000 ee 37 11 
2N44200 eee 41 11 
es ee 45 11 


Many other types of transistors avail- 
able, let us have your enquiries. 


If it’s Radio, we have it 


@ USEFUL RADIO HINTS 





WAVELENGTH & FREQUENCY 
300,000 
Meters = ———___—_- 
freq. in Kes. 
300,000 
Freq. in Kes, = ——————————_ 
wavelength in meters 


METER CONVERSION 

To extend range of a ea aaah 
m 

Shunt resistance Rs = 





n-1l 
To extend range of Voltimeter : 
Series resistance Rs = Rm XX (n-1) 
To use milliameter as Voltmeter : 


Series resistance Rs = —— - Rm 


m 

n = factor by which it is desired io 
multiply range of meter. 

Rm = resistance of meter. 

E = required voltage reading. 

Im = reading of current meter at 
full scale deflection. 


OHM’S LAW FOR D.C. 








volts 
Amps = 

ohms 

volts 
Ohms = 


amps 
Volts = Amps X ohms 
Milliamps = volts <x 1000 


ohms 
Volts = Milliamps < ohms 
| 1000 


Ohms = volts * 1000 


milliamps 


MICROFARADS 


A farad is the unit of capacity, 
but as it is too large for ordinary 
use, the millionth part, or micro- 
farad (mfd), is used as the practical 
unit, and. this again is divided into 
a millionth part, or micro-micro- 
farad (mmfd.), useful for stating 
small capacities. For ease in trans- 
lating the latter into the former, a 


few leading capacities are given:— . 


.0005 = 500 .00005 = 50 
001 = 1000 .00008 = 80 
.0003 = 300 000025 = 25 
00015 = 150 .00001 = 10 
0001 = 100 


Some periodicals term micro- 
microfarads “pico farads.” 
RESISTANCES 
IN SERIES 
R = Rl + R2 + R38 


IN PARALLEL 
1 1 1 


R= R1 + R2 + R38 


CONDENSERS 
Bsa 


1 
c=Ci+c2 +3 
IN PARALLEL 

C=Cl + C2 +3 


WIRE, CABLES, FLEXIBLES AND CO-AXIAL 


Aerial: 
SUL -Cous Of: 7/018 > 3h... 4 6 
100ft coils of 7/018 .... _... 8 9 
Auto Cable: 
Type 148 (23/0076) per yd _...... 6 
55 150 (26/010) per yd _...... 9 
55 152 (40/010) per yd _....... 10 
55 154 (20/014) per yd... Ser 
55 156 (20/018) per yd _..... 1 10 


Bell Wire: 
1/028 twin, 5d yd; 7/0076 twin, 6d yd 
Coaxial Cable: 
ET6M 70 ohm, 1/- yd; ET8M 70 ohm, 
1/-; K16M 50 ohm 1/- yd; PT11M 70 
ohm, 2/3 yd. 
Flexible Cables: 
PVC twin 23/0076 per yd ___..... 9 
PVC triple 23/0076 per yd ___..... Ss 


FOR TOWN AND COUNTRY ‘CAPTAIN’ AERIAL UNITS | 


3 core rubber cabtyre 23/0076, 
SI ce aot OT ac ogee 
3 core rubber cabtyre 40/0076, 
oe: Sh See eo rs wee 
=: is eames flex 23/0076, 


wwames «¢ - esuvee” (> e~ Wweeges ~ ") «eens 


per 
6 core t0/0i6, her ye 


Hook-up Wire (8 colours available): 


7/0076, 3d yd; 10/010, 4d yd. 


Twin Shielded: 
Pick-up cable, per yd ...... __..... 
pigs size for pick up leads, per 
EE CA Me ant ee Saal 
T.V. Ribbon: 
300 ohm twin lead, per yd ___...... 
300 ohm twin lead (slotted, low 


fOss); per Ya. = eee oes 
72° One twin lead 2... = 


NO UNSIGHTLY POLES: NO OUTSIDE WIRES; NO DROOPING AERIALS. 
The “Captain” Aerial Unit is a compact 2in x lin Unit that is fastened to your radio in a jiffy. It 
PULLS in stations with more selectivity and far less static and noise. Listening is a pleasure when 
you have a “Captain” Aerial Unit. 


ONLY 12/6 


AN WO HN eG 


MONEY-BACK GUARANTEE. SEND FOR YOURS RIGHT AWAY. 
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44 VALVE FUNCTIONS ensure a superior picture even in 
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LATEST TELEVISION 


NOTE THESE SPECIAL POINTS 


“deepfringe”’ areas. 


AUTOMATIC HOLD CONTROLS ensure all-time picture 


stability. The picture cannot roll out of synchronisation. 


CONSTANT PICTURE QUALITY — From black through greys 
to white remain constant. The Automatic Gain control does 


it for you. 


TROUBLE-FREE CIRCUIT and HI-Z NATURAL SOUND. 


PUSH BUTTON CONTROL. 


— £189'10'- 


LETRASET 
instant lettering 


A revolutionary dry transfer 
method for marking electronic con- 
trol panels. SO QUICK — SO 
SIMPLE for labelling, marking, 
titling etc. 


NOT A DECAL — no water, no 
engraving, goes on instantly, 
stays on permanently, 
looks like printing. 


A pack contains 24 sheets — thou. 
sands of pre-printed titles. 


ONLY 37/6 





““WALKIE-TALKIES” 


Introducing the AUTOCRAT “FIELD- 
PHONE”. This is an all transistor 
miniaturised two-way radio tele- 
phone only 6” x 3” x 18” and 
weighing only 180zs with batteries. 
Designed for use over ranges of 2 
to 3 miles although under ideal 
conditions much greater ranges are 
possible. 


10 transistors, crystal controlled on 
26.5 m/cs and approved by the 
N.Z. Post Office. 


IDEAL for Sportsmen, Business men, 
Farmers — everyone has a use for 
radio telephone. ; 


Only £49 a pair 


Write for full details from 


TRICITY HOUSE 


